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Ersatzteile - Spare parts - Pièces de rechange - Repuestos 
Compact S, Compact i 


1. Bakleidung/Housing 


Carter/Carcasa 


1.1  Bskleidung 


Housing 
Carter 
Carcasa 
Pos.-Nr./Bauteil Bestell-Nr. Benennung Dautsch Term English Farbe 
Pos. no./Comp. Ref. no. D:nominacibn Espanol Color 
66.210-1125.2/00 KNOPF KNOB F313 
PITON 
A3/W.E.F./DESDE MASCH. 064530 
66.210-1125.2/03 KNOPF KNOB F332 
BOTON 
AB/W.E.F./DESDE MASCH. 064530 
66.200-1111.1/00 WALZENDREHKNOPF PLATEN KNOB F296 
BORNA DEL RODILLO 
§6.200-1111.1/04 WALZENDREHKNOPF PLATEN ΚΝΟΒ F332 
BORNA DEL RODILLO 
66.210-4536.1/00 PAPIERLEITPLATTE PAPER GUIDE PLATE F296 
CHAPA DESVIADORA PAPEL 
66.210-4536.1/05 PAPIERLEITPLATTE PAPER GUIDE PLATE F332 
CHAPA DESVIADORA PAPEL 
66.210-4534.1/00 PAPIERANLAGEWINKEL PAPER GUIDE F313 
GUIA PARA EL PAPEL 
66.210-4534.1/03 PAPIERANLAGEWINKEL PAPER GUIDE F332 
GUIA PARA EL PAPEL 
66.210-4547.1/00 FUEHRUNGSSCHUH GUIDE SHOE F296 
ZAPATA-GUIA 
66.210-4547.1/06 FUEHRUNGSSCHUH GUIDE SHOE F332 
ZAPATA-GUIA 
66.210-1047.1/00 PAPIERABLEITER KUNSTSTOFF PAPER DIVERTER PLASTIC F296 
CHAPA DESVIADORA PAPEL PLASTICO 
66.210-1047.1/05 PAPIERABLEITER KUNSTSTOFF PAPER DIVERTER PLASTIC F332 
CHAPA DESVIADORA PAPEL PLASTICO 
66.210-4539.1/00 BOGENENDANZEIGER PAGE END INDICATOR F296 
INDICADOR FIN DE PAPEL 
66.210-4539.1/05 BOGENENDANZEIGER PAGE END INDICATOR F332 
INDICADOR FIN DE PAPEL 
66.210-4532.1/00 MERKSCHIEBER SLIDE F296 
INDICADOR DE MARGENES 
66.210-4532.1/04 MERKSCHIEBER SLIDE F332 
INDICADOR DE MARGENES 
66.210-4533.1/00 BLENDSCHUTZ ANTIDAZZLE HOOD F296 
VISERA ANTIRREFLEXIVA 
66.210-4532.1/04 BLENOSCHUTZ ANTIDAZZLE HOOD F327 
VISERA ANTIRREFLEXIVA 
65.210-4531.1/00 GERAEUSCHABDECKUNG NOISE MUFFLING HOOD F100 
TAPA ANTIRRUIDOS 
67.001-4678.1/00 REIBEINSATZ TRICTION INSERT 
FRICCIONADOR 
66.210-4506.1/00 DECKEL COMPACT S COVER COMPACT S F296 


TAPA COMPACT S 


A3 


Farbschlüssel siehe Kapitel 30 - Color code see chapter 30 
Code couleurs voir chapitre 30 - Codigo de colores véase capitulo 30 


Ersatzteile - Spare parts - Pièces de rechange - Repuestos [5!t/Fsst/Rsina : 01-001 .1 
or 


Compact o; Compact i Ident-Rr./Ident.no.: 7808.00.67 


1. Bekleidung/Housing 


1.1 Bekleidung 


Housing 

Carter 

Carcasa 

Pos.-Nr./Bauteil Bestell-Nr. Benennung Deutsch Term English Farbe 
Pos. no./Comp. Ref. no. Denominacibn Espanol Color 

12 66.21U-4506.1/08 DECKEL COMPACT S COVER COMPACT 5 F332 
TAPA COMPACT S 

12 66.210-4606.1/00 DECKEL COMPACT I COVER COMPACT I F296 
TAPA COMPACT ! 

12 66.210-4606.1/03 DECKEL COMPACT | COVER COMPACT | [К 
TAPA COMPACT I 

13 56.210-4504.1/00 OBERTEIL UPPER HUUSING F296 
CARCASA SUPERIOR 

13 66.210-4504.1/08 OBERTEIL UPPER HOUSING F332 
CARCASA SUPERIOR 

14 U34107-000.6/00 SCHEIBE WASHER 
ARANDELA 

18 66.200-3006.5/60 REP.-STEUERELEKTRONIK/PRINTERC. EXCH. CONTROL/PRINTERCONT. PCB 
PLACA ELECTRON. CONTROL REPARADA 

16 66.240-3086.2/00 FLACHBANDLEITUNG 21CM FLAT CABLE 8.3INCH 
MANGUERA PLANA 21CM 
i-MODELLE/MODELS 

17 314310-002.5/00 SECHSKANTSCHRAUBE HEXAGONAL BOLT 
TURNILLO EXAGONAL 

18 66.220-4509.1/06 ABDECKKAPPE COVER F296 
CUBIERTA 

18 66.220-4509.1/01 ABDECKKAPPE COVER F332 
CUBIERTA 

19 66.210-1002.2/00 GESTELL CHASSIS 
CHAS'S 

20 66.200-4033.2/00 Εἰ ACHXABEL FLAT CABLE 
MANCYERA PLANA 

21 577934-000.8/00 MAS!=\:ANO 250MM GROUND CABLE 9.8INCH 
CABL. JE MASA 250MM 

22 66.200-1103.2/00 FLACHLEITER FLEXIBEL FLAT CABLE FLEXIBLE 
MANGUERA ?.ANA FLEXIBLE 

23 561814-000.6/00 FLACHSTECKER 6,3 FLAT CONNECTOR 6,3 
CONECTOR PLANA 6,3 

24 412408-050.6/00 GUMMIFUSS RUBBER FOOT 
PIE OE GOMA 

25 $6.210-1120.1/00 AUFNAHMEPUFFER RUBBER FOOT 
PIE DE GOMA 
AB/W.E.F./DESDE MASCH. :87238 

26 66.210-4612.1/00 ABDECKUNG COVER 
CUBIERTA 

2 66.210-4501.2/00 BODENWANNE BOTTOM PAN F296 
CARCASA INFER!OR 

21 66.210-4501.5/09 BODENWANNE BOTTOM PAN F332 


CARCASA INFERIOR 


Farbschlüssel siehe Kapitel 30 - Color code see cnapter 30 
Code couleurs voir chapitre 30 - Codigo de colores véase capitulo 30 


AA 


Housing 
Carter 
Carcasa 


Pos.-Wr./Bautail 
Pos. ro. "Comp. 


Ersatzteile - Spare parts - Pièces de rechange - Repuestos 
Compa:t S, Compact i 


Bestell-Nr. 
Ref. no 


art r/Carcasa 


Bexleldung 


Benennung Deutsch Term English 
Denominacibn Español 


Seite/?zge/Riginz ; 01-001.2 
Datum/Date/Fecha: 08.89/00 
Ident-Nr./Ident.no.: 7808.00.67 


30 


30 


30 


30 


35 


O.'LLUSTR. 


O.ILLUSTR. 


66.210-4601.2/00 


66.210-4601.5/00 


66.290-4558.1/00 


312656-009.6/00 


66.210-3500.2/00 


66.210-3500.5/00 


66.210-3502.2/00 


66.210-3503.2/00 


66.210-3594.2/00 


56.210-3507.2/00 


312635-009.6/00 


66.200-4514.1/00 


66.250-4511.1/00 


012531-000.6/00 


66.200-4557. 1/00 


66.200-4551 2/00 


318301-060/3/00 


67.001-4187.1/00 


BODENWANNE UL BOTTOM PAN UL 

CARCASA INFERIOR UL 

BODENWANNE UL BOTTOM PAN UL 

CARCASA INFERIOR UL 

UNIERLEGPLATTE PLATE 

CHAPA SEPARADORA 

BLECHSCHRAUBE SELF-TAPPING SCREW 
TORHILLO PARA CHAPA 

NETZTEIL 220/240V SOHZ POWER PACK 220/240V 50HZ 
FUENTE DE ALIMENTACION 220/240V 50HZ 

COMPACT 

REP.-NETZTEIL 220/249V 50HZ EXCH. POWER PACK 220/240V 50HZ 
FUENTE DE ALIMENTACION REPARADA 220/240V 50HZ 

COMPACT 

NETZTEIL 110/220V 50HZ POWER PALK 110/220V 50HZ 
FUENTE DE ALIMENTACION 110/220V 50HZ 

COMPACT 

NETZTEIL 110/220V 60HZ POWER PACK 110/220V 60HZ 
FUENTE DE ALIMENTACION 110/220V 60HZ 

COMPACT 

NETZTEIL 120V 60HZ UL POWER РАСК 120V 60HZ UL 
FUENTE DE ALIMENTACION 120V SOHZ UL 

COMPACT 

NETZTEIL 1204 60Н2 CSA POWER PACK 129V 60HZ CSA 
FUENTE DE ALIMENTACION 120V 60HZ CSA 

COMPACT 

BLECHSCHRAUBE SELF-TAPPING SCREW 
TORNILLI PARA CHAPA 

STECKERBLECH V24C/IEC/FIFO PLUG PLATE V24C/AEC/FIFO 
PLACA CON CONECTOR V24C/IEC/FIFO 

STECKERBLECH CENTRONICS PLUG PLATE CENTRONICS 
PLACA CON CONECTOR CENTRONICS 

ZYLINDERSCHRAUBE PAN-HEADED SCREW 
TORNILLO CILINDRICO 

AUFLAGE MOUNTING 

SOPORTE 

KONTAKTFLATTE CONTACT PLATE 

PLACA CONDUCY IRA 

BLECHSCHRAUBE 3,5:4MX16 SELF-TAPPING SCREW 0. INCH 


TORNILLO PARA CHAPA 3,5MMX16 

FUR/FOR SPASTIKER/SPASTICS 

ABDECKUNG COVER 
TAPA 

FÜR SPASTIKER/FOR SPASTICS 


Farbschlüssel siehe Карие! 30 - Color code see chapter 30 
Code covieurs voir chapitre 30 - Codigo de colores véase capitulo 30 
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Bakleiduag/Housing 


Carter/Carcasa 


Seite/Fage/Rigina : 01-001 
Datum/ñate/Fecna: 08.89/00 
Ident- Ni./Ident.no.: 7808.00.67 


Bekleidung 
Housing 
Carter 
Carcasa 


I 
23; 22 οἱ 20 


A6 


2. 


2.1 Gestell 
Chassis 
Chassis 


Chasis 


| Pos.-Nr./Beutail 
| Fas. no./Comp. 


Gestell/Chassis 


dastel-Nr. 
Ref. no. 


Ersatzteile - Spare parts - Pieces de rechange - Repuestos 
Compact S, Compact i 


Benennung Deutsch 
Denominación Espanol 


Term English 


Seite/Page/Rigina : 02-001 


Dalum/Date/Fecha: 08.89/00 


ident-Nr./Ident.no.: 7808.00.67 


66.210-1125.2/29 


66.210-1125.2/03 


67.001-1545.2/70 


334829-000.6/00 


087353-000.6/28 


66.200-1111.1/00 


66.200-1111.1/04 


08.2195-001.2/00 


66.200-1113.1/00 


66.200-1072.1/00 


66.200- 1086. 1/00 


66.200-1098.2/00 


66.200-1115.1/00 


316125-000.6/00 


334751-000.6/00 


475102-000.2/00 


66.200-1085.2/00 


67.001-1516.2/00 


67.500-1£17.2/00 


готом 

AB/w E.F./DESDE MASCH. 064530 
KNOPF 

ΒΟΤΟΝ 

AB/W.E.F./DESDE MASCH. 064530 
KNOPF 

BOTON 

BIS/UP TO/HASTA MASCH. 054529 
SCHEIBE 

ARANDELA 

DRUCKFEDER 

MUELLE PRESIONADOR 
WALZENDREHKNOPF 

BOSNA DEL RODILLC 
WALZENDREHKNOPF 

BORNA DEL RODILLC 
PAPIERFUEHRUNGSROLLE 
RODILLO ALIMENTACION PAPEL 
KUPPLUNGSBUCHSE 

CASQUILLO DE EMBRAGUE 
FEDERBLECH 

CHAPA-FLEJE 

AB/W.E.F./DESDE MASCH. 048731 
FEDERBLECH 

CHAPA-FLEJE 

BIS/UP TO/HASTA MASCH. 048720 
ACHSE KPL. 

EJE CPL. 
STECHWALZEN-SCHALTRAD 


PINON PARA DESEMBRAGUE RODILLO 


GEWINDESTIFT M3X3 

ΡΕΡΝΟ RUSCADO M3X3 
SCHEIGE 

ARANDELA 

ACHSE 

EJE 

SCHREIBWALZE 33CM 

RODILLO DE IMPRESICN 33CM 
PAPIERFUEHRUNGSWANNE KPL. 
CHAPA ALIMENTACIDN PAPEL CPL 
PAPIERFUEHRUNGSWANNE 
CHAPA ALIMENTACION PAPEL 


KNGB 


KNOB 


WASHER 


COMPRESSION SPRING 


PLATEN KNOB 


PLATEN KNOB 


PAPER FEED ROLL 


CLUTCH BUSHING 


SPRING PLATE 


SPRING PLATE 


SHAFT ΑΣΣΥ. 


KATCHET WHEEL 


THREADED PIN M3X3 


WASHER 


SHAFT 


PLATEN 13. "CH 


PACER GUIDE PAN ASSY. 


PAPER GUIDE PAN 


Fartschiüssel siene Kapitel 30 - Color code see chapter 39 
Code couleurs voir chapitre 30 - Codigo de colores veas»: capitulo 30 


A7 


F332 


F313 


F296 


F332 


Compact S, Compact i 


2. 


Gestell/Chassis 


2.1 Gestell 


hassis/Chasis 


Ersstzteile - Spare parts - Pieces de re:hange – Repuestos 


Benennung Deutsch 
Denominacibn Espanol 


Term English 


Seite/Page/Pigina : 02-001 .1 


Chassis 

Chassis 

Chasis 

Pos.-Nr./Bauteil Bestell-Nr, 
Pos, no./Comp. Ref. no. 

15 66.200-1095.1/00 
15 66,200-1135.1/00 
16 66.200-1094,1/00 
17 486820-000.5/00 
18 87.001-1632.1/00 
19 66.200-1043.1/00 
19 66.210-7043.1/00 
19 90.70E8-000.1/00 
20 66.20.0-1041.1/00 
20 66.210-1041.1/00 
21 66.210-1048.1/00 
21 56.210-1048.1/06 
21 66.210- 1048. 1/08 
22 083848-000.0700 
23 66.200-1020.2/03 
24 011312-000.6/00 
25 034 :09-000.6/00 
26 66.200-2165.1/00 
27 488104-063.6/00 


ACHSE 

EJE 

ROLLE 

POLEA 

DRUCKFEDER 

MUELLE PRESIONADOR 
WALZENLAGER 

SOPORTE DEL RODILLO IMPRESION 
PAPIERHALTESTANGE 33CM 
BARRA PISAPAPEL 33CM 

BIS/UF TO/HASTA MASCH. 043790 
PAPIERHALTESTANGE 33CM 
BARRA PISAPAPEL 35CM 
AB/W.E.F./DESDE MASCH. 048731 
PAPIERHALTESTANGE 2,12MM 
BARRA PISAPAPEL 2,12MM 
HALTEARM RTS. 

SOPORTE DERECHO 

BIS/UP TO/HASTA MASCH. 048790 
HALTEARM RTS. 

SOPORTE DERECHO 
AB/W.E.F./DESDE MASCH. (48791 
PAPIERLOESER 

LIBERAPAPEL 

BIS/UP TO/HASTA MASCH. 313892 
PAPIERLOESER 

LIBERAPAPEL 

AB/W.E.F./DESOE MASCH. 313893 
PAPIERLOESER 

LIBERAPAPEL 

ZUGFEDER 

MUELLE TENSOR 
PAPIERLOESEWELLE KPL. 

EJE LIBERAPAPEL CPL. 
SECHSKANTSCHRAUBE M4X5 
TORNI:'  ΕΧΑΟΌΝΑΙ. M4X5 
SCHEIBE 

ARANDELA 

SCHLITZMUTTER 

TUERCA RANURAIA 
TELLERFEDER 

FLEJE CON FORMA Gë PLATO 


SHAFT 


ROLLER 


COMPRESSION SPRING 


BEARING 


PAPER RETAINING BAIL 13.0INCH 


PAPER RETAINING BAIL 13.CINCH 


PAPER RETAINING BAIL 0.08INCH 


RETAINING ARM RH 


RETAINING ARM RH 


PAPER RELEAS!: LEVER 


PAPER RELEASI 


PAPER RELEASE 


TENSION SPRING 


PAPER RELEASE SHAFT ASSY 


HEXAGON SCREW М4Х5 


WASHER 


SLOTTED NUT 


PLATE SPRING 


Farbschlüssel siehe Kapite! 30 - Color code see chapter 30 
Code couleurs voir chapitre 30 - Codigo ас colores véase cap tulo 30 


A8 


F102 


F313 


F313 


F332 


Seite/Page/Rgina : 02-001 .2 


Datum/Date/Fecha: 08.89/00 | 
Ident-Nr./ident.no.: 7808.00.67; 


Ersatzteile - Spare parts - Pieces de rechange - Repuestos 
Compact S, Compact i 


Gestell 


Chassis 
Chassis 
Chasis 
Pos.-Nr./Bautsil Bestell-Nr. Benennung Deutsch Terın English Farbs 
Pes. no /Comp. Ref. no. Denominacibn Espanol ` Color 
28 66.210-1056.1/00 HALTEPLATTE RTS. RETAINING PLATE RH 
PLACA-SOPORTE DERECFA 
AB/W.E.F /DESDE MASCH. 187238 
29 66.210-1002.2/00 GESTELL CHASSIS 
CHASIS 
AB/W.E.F./DESDE MASC 1. 187238 
30 66.200-2022.2/00 SEIL ES 30/91 CABLE ES 90/91 
CABLE DE TRACCION ES 90/91 
BIS/UP TO/4ASTA MA ;CH. 830222 
31 57.001-1011.1/00 FUEHRUNGSLEISTE GUIDE 
TRAVESANC-GUIA 
32 67.001-1022.1/00 FUEHRUNGSACHSE GUIDE SHAFT 
EJE-GUIA 
A 66.210-1130.2/00 UEBERTRAGUNGSHEB:L TRANSFER LEVER 
PALANCA DE TRANSMISION 
34 66.200-1015.1/00 BLATTFEDER FLAT SPRING 
FLEJE 
BIS/UP TO/HASTA MASCH. 505076 
34 66.200-1015.1/03 BLATTFEDER PLATE SPRING 
FLEJE 
AB/W.E.F./DESIE MASCH orl 
35 56.2,1-1043.:/00 PAPIERZUFYTHAUNI: PAPEF GUIDE F100 


ALIMENTADOR DE ?APEL 
BIS/UP TO/HASTA MASCH. 048790 

35 57.200-153^ 1/00 PAPIERZUFUEHRUNG PAPER GUIDE F100 
ALIMENTADOR DE ?APEL 
AB/W.E.F./DESCE WASCH. 048791 

36 06.3351-131.2/02  PAPIERHALTEROLLE PAPER BAIL ROLL 
"ODILLO PISAPAPEL 
BIZ /UP TO/HAST4 MASCH. 048790 

36 67.200-1535.1/00 PAPITRHALTERUL..E PAPER BAIL ROLL 
RODILLO PISAPAFEL 
AB/W.E.F /DESDE MASCH. 948791 


37 314141-002.6/00 SECHSKAN”SCHRAUBE M4X5 HEXAGONAL BOLT M4X5 
TORNILLO EXAGONAL M4X5 

38 56.200-1046.2/00 PAPIERABLEITER METALL PAPER GUIDE PLATE METAL 
CHAPA DESVIADIRA PAPEL METAL 

38 66.200-1047.1/00 PAPIERABLEITER KUNSTSTOFF PAPER GUIDE PLATE PLAST C F296 
CHAPA DESVIA2ORA PAPEL PLASTICO 

3e 66.200-1047.1/09 PAPIERABLEITEF KUNSTSTOFF PAPER GUIDE PLATE PLASTC F332 
CHAPA DESWADORA PAFEL PLASTICO 

38 66.210-1047.1/00 PAFIERABLEITER KUNSTSTUSF PAPER DIVERTER PLASTIC F296 


CHAPA DESVIANOKA PAPEL F'ASTICO 


Farbschlüssel siehe Kapi:e! 30 - Color code se? chapter 30 
Code couleurs voir chapitre 30 - Codigo de color»s véase capitulo 20 
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Ersatzteile - Spare parts - Pièces de rechange - Repuestos |Stte/Pase/Aisina : 02-001.3 
Datum/Date/Fecha: 08.89/00 


Ident-Nr./ident.no.: 7808.00.67 


Compact S, Compact i 


2.  Gestell/Chassis 
Chassis/Chasis 

2.1 Gestell 
Chassis 


Chassis 
Chasis 


Pos.-Nr./Bauteil Bostell-Nr. 


Pos. 10./ζοπιρ. Ref. no. 

38 66.210-1047.1/05 
38 66.200-1103.2,^0 
4 66.200-1025.2/03 
40 66.200-1156.2/00 
40 66.200-1162.2/00 
41 66.200-2158.1/00 
Az 030907-000.6/00 

43 66.200-2022.2/00 
44 65.210-1058.1/00 
45 084438-200.6/nc 

46 66.202 -1054.:/00 
46 36.219-1054.1/00 
4 66.200-1030.1/00 
4 66.200-1150.2/00 
48 012526-000.6/00 

49 56.200-1064.2/00 
43 56.200-1074.2/00 
50 56.200-1067.2/00 
51. 56.210-1045.1/00 
51 66.210-1045.1/07 


Benennung Deutsch Term English 
Denominacita Español 


PAPIERABLEITER KUNSTSTOF= PAPER DIVERTER PLASTIC 
CHA?A DESVIADORA PAPEL PLASTICO 

FLACHLEITER FLEXIBEL FLAT CABLE FLEXIBLE 
MANGUERA PLANA FLEXIBLE 

JERTIKALMOTOR 192 5/4,23Mh; VERTICAL MOTOR 19T 0.20/0.17INCH 
MOYOR VERTICAL 192 5/4,230 4 

MOTORPLATTE 28/302 4,23MM MOTORPLATE 28/80T (.17::,—Н 
PLACA UL MOTOR 25/802 4,23Mi4^ 

VEHTIKALNOTOR 207 4,23MM VERTICAL MOTUR «0Τ C.17INCH 
MOTOR VERT;CAL 207 4,23MM 

HALTEPLATTE RETAINING PLATE 
PLACA-SOPORTE 

SECHSKANTMUTTER M5 HEXAGONAL NUT 145 

TLERCA EXAGONAL Ms 

SEIL ES 90/91 CABLE ES 90/91 


\ ABLE DE TRACCION -5 90/31 
b S/UP TO/HAST^ MASCH. 30222 
Hs LTEPLATTE LKS. RETAINING PLATE L.H. 
PL) CA: SOPORTE IZQUERDA 
S/.E.F./DESDE MASCH. 187238 


ZUGFEDER TENSION SPRING 
MUELLE TENSOR 
UEBERTRAGUNGSHEBEL TRANSFER LEVER 


PALANCA DE TRANSMISION 

BIS/UP TI/HASTA MASCH. 048790 
UEBERTRAGUNGSHEBEL TRANSFER LEVCR 
PALANCA OE TRANSMISION 

AB/W.£.F./DESDE MASCH. 048791 


STIRNRAD 1 22/742 4,23/5MM GEAR | 29/74T 0.17/0.z0INCH 
PIÑON CIL:NDRICO | 29/742 4,23/5MM 

STIRNRAD | 28/772 4,2:MM GEAR , 28/77T 0.17INCH 

PIÑON CILINDR:CO 1 28/772 4,23MM 

ZYLINDERSCHRAC8E M3X4 PAN-HEADFD SCREW M3X4 
TORNILLO CILINDRÍCO M3X4 

MOTORPLATTE 28/822 4,23MM MOTORPLATE 28/82T U.17INCH 
PLACA DEL MOTOR 28/222 4,23MM 

MOTORPLATTE 33/822 SNAM MOTORPLATE 33/82T 0 20iNCH 
PLACA DEL MOTOR 33/822 5MM 

HALTEARM RETAINING ARM 

SOPORTE 

RASTHEBEL REST LEVER 

PALANCA DE ENCLAVAMIENTO 

RASTHEBEL PEST LEVER 


PALANCA DE ENCLAVAMIENTO 


Farbschlüssel siehe Kapitel 30 - Color code sce chapter 79 
Code couleurs voir chapitre 30 - Codigo de colores v :e capitulo 30 


А10 


F102 


F111 


F102 


Fit 


F313 


F332 


Ersatzteil; ~ Spare parts - Pieces de rechange - Repuestos 
Compact S, Compact i 


Gestell/Chassi: 


2.1 Gestell 


Chassis 
Chassis 
Chasis 
Pos.-Nr./Bauteii Sesiull-Nr. Benennung Deutsch Term English Farbe 
Pos. no./Comp. Ref. no. Denominacibn Espanol Color 
52 66.200-1040.1/00 HALTEARM LKS. RETAINING ARM LH Fill 


SCPORTE IZQUIERDO 
BIS/UP TO/HASTA MASCH 048790 
52 66.210-1040.1/00 HALTEARM LKS RETAINING ARM LH Fill 
SOPORTE IZQUIERDO 
AB/W.E.F./DESD: MASCH. 048791 


53 577923-000.8/00 MASSELEITUNG GROUND CABLE 
CABLE DE MASA 

54 66.200-1123.1/00 ABLEITER DIVERTER #097 
DESVIADOR 

54 66.200-1123.1/50 ABLEITER DIVERTER F631 
DESVIADOR 

55 341601-004.6/00 SPREIZNIET 4X5,5MM RIVET 0.16%. Z'INCH F256 
PERNO 4X5,5MN 

55 341601-003.6/00 SPREIZNIET 4X4,5MM RIVET 0.16X0.18'NC F111 
PERNO 4X4,5MN 

56 341601-002.6/00 SPREIZNIET 3X3,5MM RIVET 5.12X0.14111CH Fil 
PERNO 3X3,5MM 

56 341601-001.6/00 SPREIZNIET 3X5,5MM RIVET 0.12X0.221NCH F256 
PERNO 3X5,5MM 

57 65.200-1069 1/00 STELLRING ADJUSTING RING 
ANILLO DE AJUSTE 

58 315104-000.6/00 GEWINDESTIFT M3x4 THREADED PIN M3X4 
PERNO ROSCADS M3X4 

O.!LLUSTR. 90.3206-000.2/00 UMRUESTSATZ VERTIKALANTRIEB RETROFIT KIT VERTICAL DRIVE 
KIT DE MONTAJE POSTERIOR SISTEMA MOTRIZ VERTICAL 
C.ILLUSTR. 90.7112-000.2/00 NACHRUESTSATZ KORREKTUR RETROFIT K!T CORRECTION 


KIT DE MONTAJE POSTERIOR CORRECCION 


Farbschlussel siehe Kapite! 30 - Color code see chapter 30 
Code couleurs voir chapitre 30 - Codigo de colores véase capitulo 30 


А11 


Seite/Page/Algina : 02-001 
Datum/Date/Fecha: 08.89/00 
lount-Nr./ident.no.: 7808.00.67 


Ersatztelie - Spare parts - Pièces de rechange - Repuestos 


— 


Compact S, Compact i 


Gestell 
Chassis 
Chassis 
Chasis 


10 11 12: 9. 454/55 E 11.17 
; 1 


\ 


A12 


cen mn mn 


Compact S, Compact i 


3. Drv:kwerk/Printer 


—— 
toc d'impression/Unidad impresora 


3.1 Oruckwerk 
Printer 
Bloc d'impression 
Unidad impresora 


Ersatzteile - Spare parts - Pieces de rechange - Repuestos 


Benennung Deutsch 
Denominación Espanol 


Term English 


Seite/Page/Risina : 03-001 


Datum/Date/Fecha: 08.89/00 


Ident-Nr./Ident.no.: 7808.00.67 


Pos.-Nr./Bau*ed Bestell-Nr. 
Pos. no./Cemp. Ref. no. 
1 565216-000.6/00 
2 67.001-1590.1/00 
3 012500-009.6/00 
4 541002-000.6/30 
5 56.200-2155.2/00 
6 $6.200-2107.1/00 
7 66.200-2153.1/00 
8 66.200-2151.1/00 
9 66.200-2154.1/00 
10 66.200-2152.1/00 
n 66.200-2071.2/00 
12 66.210-2121.2/00 
13 66.200-2118.1/00 
14 66.200-2159.1/00 
15 66.200-2051.2/00 
16 66.200-2054.2/00 
17 034107-000.6/00 
18 012527-000.6/00 
19 012526-000.6/00 
20 66.200-2048. 1700 
21 56.200-2160.1/00 
22 66.200-2003.2/00 


KABELBINDER 

ABRAZADERA PARA CABLE 
LASCHE 

BRIDA 

ZYLINDERSCHRAUBE M2X4 
TORNILLO CILINDRICO M2X4 
MIKROSCHALTER 
MICROINTERRUPTOR 

WINKEL 

ANGULO 

BLATTFEDER 

FLEJE 

FEDERRIEGEL 

TIRANTE DE ENCLAVAMIENTO 
BRUECKE 

PUENTE 

LAGERSCHEIBE 

ARANDELA DE APOYO 
STEUERHEBEL 

PALANCA DE CONTRCL 
STIRNRAD 

PINON CILINCRICO 
KARTENHALTER 

TARJETERO 
KASSETTENFUEHRUNG RTS. 
GUIA DEL CASSETTE DERECHA 
KUEHLBLECH 

CHAPA DISIPADORA DE CALOR 
FARBBAND-SCHRITTMOTCR 
MOTOR DE PASO PARA CINTA 
LAGERPLATTE KPL. 
CHAPA-SOPORTE CPL. 
SCHEIBE 3.2 

ARANDELA 3.2 
ZYLINDERSCHRAUBE K κε 
TORNILLO CILINDRICO M3X5 
ZYLINDERSCHRAUBE M3X4 
TORNILLO CILINDRICO M3X4 
HALTEPLATTE 
PLACA-SOPORTE 
KONTAKTBLECH 

CHAPA CONDUCTORA 
DRUCKWERKSGEHAEUSE 
CARCASA DE UNIDAD IMPRESORA 


CABLE CLIP 


SHACKLE 


PAN-HEADED SCREW M2X4 


MICROSWITCH 


ANGLE 


FLAT SPRING 


SPRING LEVER 


BRIDGE 


BEARING WASHER 


CONTROL LEVER 


SPUR GEAR 


CARO HOLDER 


CASSETTE GUIDE R.H. 


HEAT SINK 


RIBBON-STEPPING MOTOR 


BEARING PLATE ASSY. 


WASHER 3.2 


PAN-HEADEG SCREW M3X5 


PAN-HEADED SCREW M3X4 


BRACKET 


CONTACT PLATE 


PRINTER HOUSING 


Farbscklüssel siehe Kapitel 30 - Color code see chapter 30 
Code couleurs vcir chapitre 30 - Codigo de colores véase capitulo 30 


A13 


F111 


Fill 


Printer 


Pos.-Nr./Bauteil 
Pos no./Comp. 


Ersatzteile - Spare parts - Pieces de rechange – ‘iepuestos 
Compact S, Compact | 


3. Druckwerk/Pririter 


loc d'impression/Unidac impresora 


3.1 Druckwerk 


Blos d'impression 
Unided impresora 


Bestell-Nr. 
Ref. no. 


66.200-2005.1/00 


66.200-2022.2/00 


66.200-2007.1/00 
012550-009.6/04 
56.200-203*.2/00 


66.200-".021.1/00 


02,109-C00.6/00 
318106-060.6/00 
083979-000.6/00 
030906-009.6/00 


56.200-2008.2/00 


66.200-2124.2/00 


66.200-2028. 1/00 
318106-060.6/00 
ε6.200-2103. 1/00 
318106-060.6/00 
66.200-2119.1/00 
66.200-2104.2/00 


66.200-2000.2/00 


Benennung Der ach 
Denominacibr Español 


GLEITSC UH 

ZAFAT 4 

SEIL ¿S 90/91 

CA'LE GE TRACCION ES 90/91 
B'S/UP TO/HASTA MASCH. 830222 
SEWINDEBOLZEN 

PERNO #0SCADO 
ZYLINDERSCHRAUBE M4X5 
TORNILLD CILINDRICO M4X5 
LAGERPLATTE 

CHAPA-SOPORTE 

TROMMEL ES 90/91 

TAMBOR ES 90/91 

BIS/UP TO/HASTA MASCH. 830222 
SCHEIBE: 

ARANDELA 
ZYLINDEXBLECHSCHRAUBE 
TORNILLD CILINDRICO PARA CHAPA 
ZUGFEDER 

MUELLE TENSOR 
SECHSKANTMUTTER M4X3,2 
TUERCA EXAGONAL M4X3,2 
HORIZONTAL-SCHRITTMOTOR 
MOTOR JE PASO HORIZONTAL 

ES 90/3 BIS/UP TO 830222 
DRUCKWERKSLEITERPLATTE 
PLACA BE UNIDAD IMPRESORA 
ES 90/9: BIS/UP TO 830222 
ANSATZSCHRAUBE 
TURNILLI-TOPE 
ZYi.!NDERBLECHSCHRAUBE 
TORN:LLI CILINDRICO PARA CHAPA 
SPANNSZHRAUBE 

TORNILLO TENSOR 
ZYLINDERBLECHSCHRAUBE 
TORNILL2 CILINDRICO PARA CHAPA 
KASSETTENFUEHRUNG LKS. 

GUIA DEL CASSETTE IZQUIERDA 
ANORUCXLAGER KPL. 

SOPORTE PRESIONADOR CPL. 
DRUCKWERK KPL. ESS0/31 
UNIDAD IMPRESORA CPL. ES90/8! 
BIS/UP TO/HASTA MASCH. 830222 


Term English 


SLIDING SHOE 


CABLE ES 90/51 


THREADED PIN 
PAN-HEADED SCREW M4X5 
BEARING PLATE 


DRUM ES 90/9: 


WASHER 
SELF-CUTTING SCREW 
TENSION SPRING 


HEXAGONAL NUT M4X3,2 


Seiie/Page/Rigaa : 03-001.1 


HORIZONTAL TRAVEL STEPPING MOTOR 


PRINTER PCB 


SHOULOER SCREW 


SELF-CJTTING SCREW 


SCREW 


SELF-CUTTING SCREW 


CASSETTE GUIDF LH 


PRESSURE BFARING ASSY. 


PRINTER ASSY. ES90/91 


Farbschlüssel siehe Kapitel 30 - Color code see chapter 30 
Code couleurs voir zhapitre 30 - Codigo de colores véase ca»:tulo 30 


А14 


Fill 


Seite/Page/Rigina : 03-001.2 
Dztum/Date/Fecha: 08.89/00 
Ident-Nr./ident.no.: 7806.00 67 


Ersatzteile - Spare parts - Pièces de rechange - Repuestos 
Compact S, Compact i 


3. Druckwark 


loz d'impressior/Unidad impresora 


3.1 Druckwa κ 
Printer 
Bloc ; ‘impression 
Unidad impresora 


Pos Nr./B jute Bestell-Nr. Benennung Deutsch Term English Farbe 
Pos. no./Comp. Ref. no. Denominacibn Espanol Color 


42 66.200-2167.1/00 MASSEBLECH GROUND BRACKET 

| CHAPA DE MASA 

| 43 019025-000.6/00 SENKSCHRAUBE M3X10 COUNTESSUNK SCREW M3X10 
| 

| 


TORNILLO AVELLANADO M3X10 | 
44 56.200-2166.1/00 HALTEBLECH MOUNTING BRACKET 


CHAPA-SOPORTE 


| 45 331304-000.6/00 SECHSKANTMUTTER M4 HEXAGONAL NUT M4 
| TUERCA EXAGONAL M4 
| 46 047815-000.6/00 HALBRUNDKERBNAGEL HALF-ROUND GROOVED STUD 
PASADOR 
Q.ILLUSTR. 90.9000-006.2/00 SCHRITTMOTOR-EINSTELLGERAET | STEPPING MOTOR ADJUSTING DEVICE 


HERRAMIENTA ESPECIAL 


| A15 


{Seite/Page/Aigina : 03-001 
Datum/Date/Fecha: 08.89/00 
Ident-Nr./Ident.no.: 7808.00.67 


Ersatzteil; - Spare parts - Pieces de rechange - Repuestos 


Compact S, Compaci i 


Druckwerk/Printer 


loc d'impression/Unidad impresora 


Druckwerk 
Printer 

Bloc d'impression 
Unidad impresora 


ΠΠ wk! 
"mung 
D 


3.2  Schwenklager 


Fivot bearing 
Supoort pivotante 
Soporte basculante 


Ersatzteile — Spare parts - Pieces de rechange - Repuestos 
Compact S, Compact i 


3. Druckwerk/Printer 
| ос si σας impresora 


Genennung Deutsch 
Denominacitn Español 


Term English 


Seite/Page/Pigina : 03-002 


Datum/Dale/Fecha: 08.89/00 
Ident-Nr./identuc.. rose. 


e> + 
we ee 


Pos.-Nr./Bauteil Bestell-Nr. 
Pos. no./Comp Ref. no. 
1 312740-502.6/00 
2 F0.200-2010.2/00 
3 66.200-2012.1/00 
4 66.200-2013.1/00 
5 083477-000.6/00 
6 183600-000.6/00 
7 66.200-2094.1/00 
8 66.200-2090.2/00 
3 66.200-2077.2/00 
10 012528-000 5/00 
n 87.001-2305.1/00 
12 P1.001-2303.1/00 
13 212. **-000.6/00 
4 013271-000.5, . 1 
15 66.200-2158.1/00 
16 571920-000.6/00 
" 66.200-2643.2/00 
18 €5.200-2042 1/00 
13 66.206-2049.2/00 
20 663454- 120.6/90 
21 66.200-2050.2/00 


ZYLINDERSCHRAUBE M2,5X3 
TORNILLO CILINDRICO M2,5X3 
TYPENRADAUFNAHME 


SOPORTE DE RUEDA ¡MPRESONA 


MITNEHMERSTIFT 

PASADOR DE ARRASTRE 
BLATTFEDER 

FLEJE 

ZJGFEDER 

MUELLE TENSOR 

ZUGFEDER 

MUELLE TENSOR 

VERRIEGL: UNSSKNOPF 
BOTIN DE ENCLAVAMIENTO 
VERRIEGELUNG KPL. 
ENCLAVADOR CPL. 
ABSCHLAGSYSTEM 
SISTEMA DE IMPRESION 
ZYLINDERSCHRAUBE M3X6 
TORNILLO CILINDRICO M3X6 
FUCARUNG 

GUIA 

DECKEL 

CUBIERTA 
ZYLINDERSCHRAUBE M3X10 
TORNILLO CILINDRICO M3X10 
ZYLINDERSCHRAUBE M3X4,5 
: RNILLC. CILINDRICO M3X4,5 
HAL: 27) ATTE 

PLACA-SS ARTE 
MASSEBAND 


"CABLE DE MASA 


TYPENRAD-SCHRITT MU: . ` 
MOTOR DE PASO (RUEDA IM: 
LAGERPLATTE 
CHAPA-SOPORTE 
SCHWENKLAGER 

SOPORTE BASCULANTE 


AB/W.E.F./DESDE MASCH. 362449 


KOSCHIWI 180 OHM 5% 1/8W 


LEITERPL. TYPENRADGRUNDSTELLUNG PCB F.TYPEWHFEL HOME Pu. 7. 


PA'S-HEADED SCREW M2,5X3 
TY"EWHEEL MOUNTING 
DRIVER PIN 

FLAT SPRING 

TENSION SPRING 

TENSION SPRING 

LOCK BUTTON 

LOCKING ASSY. 

STRCKE SYSTEM 
PAN-HEADED SCREW M3X6 
GUIDF 

COVER 

PAN-HEADED SCREW M3X10 
PAN-HEADED SCREW M3X4,5 
RETAINING PLATE 


GROUND CABLE 


TYPEWHEEL-STEPPING MOTOR 


BEARING PLATE 


Vu. SEARING 


F11! 


#313 


F197 


F111 


CARBON RESISTOR °0 OHM 5% 1/8W 
RESISTENCIA DE CARBON 189 CHM 5% 1/8W 


PLACA ELECTRONICA PARA POS. REPOZO 


Farbschlüssel siehe Kapitel 30 - Color code see chapter 30 
Code couleurs voir chapitre 30 - Codigo de colo:es véase capitulo 30 


A17 


Seite/Page/Rlgina : 03-002.1 
Datum/Date/Fecha: 06.89/00 
Ident-Nz./Ident.no.: 7808.00.67 


Ersatzteile — Spare parts - Pièces de rechange - Repuestos 
Compect S, Compact i 


Druckwerk/Printer 


impressior/Unidad impresora 


Schwenklager 
Pivot bearing 
Support pivotanıe 
Soporte basculante 


Pos.-Nr./Bauteil Brsteli- Nr. Benennung Deutsch Term English Farbe 
Pos. no./Comp. Ref. no. Denominacibn Español Color 
22 318106-060.6/00  ZYLINDERBLECHSEHRAUBE SELF-CUTTING £CREW 
TORNILLO CILINDRICO PARA CHAPA 
23 57.001-2226.1/00 SCHMIERFILZ (DW) LUBRICATION FELT (PU) H 


26 


23 


30 


66.200-2083.1/00 


653811-000.6/00 


66.200-2076.1/00 


66.200-2076.1/04 


671711-000.6/00 


318106-060.6/00 


87.001-2366.1/06 


66.200-2040.2/00 


FIELTRO LUBRICANTE (0.1. 
3LATTFEDER 

ЈЕ 

PUTENT OMETER! 2KOHM 
POTENC:OMETRC: 2KOHM 
LAGERWINKEL 

SOPORTE ANGULAR 

JIS/UP TC/HASTA MASCH 362448 
LAGER\YINKEL 

SOPORTE ANGULAR 
AB/W.f.=./NESDE MASCH. 362449 
GABELLICHT SCHRANKE 
PALPACION OFTICA 
ZYLINDERBLECHSCHRAUBE 
TORNE.LO CIL.NDRICO PARA CHAPA 
FEDER 

MUELLE 

SCHWENKLAGER KPL. 

SOPOFTE BASCULANTE CFL 


A18 


FLAT SPRINGS 
POTENTIOMETER 2KOHM 


BEARING ANGLE 


BEARING 


LIGHT BARRIER ` 
SELF-CUTTING SCREW 
SPRING 


PIVOT BEARING ASSY. 
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Compact S, Compact i 


Icent-Nr./Ident.no.: 7808.00.67 


Druckwerk/Printer 


3. 


oc d'impression/Unidad impresora 


3.2 Schwenklager 


Pivot oearing 


Support pivotante 


Suporte basculante 


( > BS MER EEE TU A 


DY 
L—— 7 - 


i A N \ 
7 

Y А со сә un =T 
AS SE aa иуи N N ο = N N 


/ 


Compact S, Compact i 


3. , Druckwerk/Printer 


Bloc d'impression 


nidad impresora 


Farbbandtransport, Korrekturelnrichtung 


Ribbon transport, Correction device 
Avance du ruban, Bande de correction 
Transporte de cinta, Dispositivo de correccibr: 


Pos.-Nr./Dauteil 
Pos. ao Comp 


Bestell-Nr. 
Ref. no. 


66.200-2110.2/00 


2 E6.200-2117.1/00 


3 66.200-2061.2/05 


3 66.200-2061.2/12 


4 66.200-2116. 1/00 
3 87.004-2292.1/98 
3 483600-000.6/00 
1 67.004-2386.1/00 
3 56.200-2114.1/00 
3 481155-090.6/00 
10 66.200-2070.1/20 
11 66.200-2068.1/00 
11 66.200-206$.1/06 
12 66.209-2066.1/00 
13 334750-000.6/0: 
14 66.200-2063.1/00 
15 66.200-2181.1/00 
18 66.200-2103.1/00 
17 66.200-2100.2/00 
3 0;2528-00:.6/00 


Benennung Deutsch 
Denominacibn Espanol 


KORREKTURBUEGEL LKS. 

ANGULO DE CORRECCION IZQUIERDO 
DAEMPFUNG 

AMORTIGUADOR 
KASSETTENAUFNAHME KPL. 
SOPC«TF De CASSETTE CPL. 
BIS/UP TO/HASTA MASCH. 694974 
KASSETTENAUFNAHME KPL. 
SOPORTE DE CASSETTE CPL. 

^' w.E.F./OESDE MASCH. 694975 
KLINKE 

TRINQUETE 

TRANSPORTRAL F. KORREKTUR 


d 


Ersatzteile - Spare parts M Pieces de rechange - Repuestos [5*/Pse/Rsim : 03-905 
¡Datom/Date/Fecha: 08.89/00 


Idext-Nr.fident.10.: 7808.00.67 


Term English 


CORRESTION BAIL LH 


NO $E DAMPIR 


CASSETTE CHMPARTMENT ASSY. 


CASSETTE COMPARTMENT ASSY 


PAWL 


TRANSPORT GEAR FOR CORRECTION 


PINON DE TRANSFOPTE PARA CORRECCION 


ZUGFEDER 

MUELLE TENSOR 

ROLLE 

POLEA 
KORREKTURBANDFUEHRUNG 
GUIA DE CINTA CORRECTORA 
ZUGFEDER 

MUELLE TENSOR 

MITNEHMER 

ARRASTRADOR 

SPERRKLINKE 

TRINQUETE ^. ENCLAVAMIEN™O 
BIS/UP T“ HASTA MASCH. 694974 
SPERPALINKE 

PALANCA BASCULANTE 
AB/W.E.F./DESOE MASCH. 69497 
ANTRIEBSKLINKE 

TRINQUETE MOTRIZ 

SCHEIBE 

ARANOELA 

KLINKENRAD 

PINON DE TRINQUETE 
EINSTELLHEBEL 

PALANA DE AJUSTE 
BLAYTFEDER 

FLEJE 
DRUCKWERKS-SEITENWAND 
COSTADO OE UNIDAD IMPRESORA 
ZYLINCERSCHRAUBE 

TOPNILLO M3X6 


TENSION SPRING 


ROLL 


ZURRECTION RIBBON GUIDE 


TENSION SPRING 


DRIVER 


LOCK PAWL 


DETENT PAWL 


DRIVE PAWL 


WASHER 


PAWL GEAR 


ADJUSTING LEVER 


FLAT SPRING 


PRINTER SIDE PLATE 


?AN-HEADED SCREW 


Farñichiüssel siehe Kapitel 30 - Coior code see :hapter 30 
Cod: couleurs voir chapitre 30 - Codigo de colores véase capitulo 30 


A20 


FII 


F111 


111 


F102 


F102 


Seite/Page/siginn : 03-003.1 
Datum/Date/Fecha: 08.89/00 
Idsni-Nr./Ident.no.: 7808.00.67 


Ersatzteile - Spare parts - Pieces de rechange - Repuestos 
Compact S, Compac? i 


Druckwark/Printer 


Bloc :l'impression/Unidad impresora 


Farbbandtransport, Korrektureinrichtung 
Ribben transport, Correction device 
Avance du ruban, Bande de correction 
Transporte de cinta, Disposi*ivo de corrección 


Pos.-Nr./Bautesi Bestell-Nr. Bensanung Deutsch Term English Farbe 
Pos. no./Comp. Ref. no. Denominación Español Color 

20 083865-000.6/00 ZUGFEDER TENSION SPRING 
MUELLE TENSOR 

21 65.200-2140.1/00 ROLLE ROLL 
POLEA 

22 030304-000.6/00 SECHSKANTMUTTER M3X2,4 HEXAGONAL NUT M3X2,4 
TUERCA EXAGUNAL Μ1) 2,4 

23 66.200-2131.2/02 KORREKTURARM RTS. CORRECTION ARM R.H. 
BRAZO CORRECTOR DERECHO 

24 56.200-2108.:/00 SPANNSCHRAUSE SCREW 
TORNILLO TENSOR 

25 66.200-2137.1/03 TRANSPORTKLINKE TRANSPORT PAWL 
TRINQUETE JE TRANSPORTE 

26 318102-060.6/00 ZYLINDERBLECHSCHRAUBE 3,5X9,5 SELF-CUTTING SCREW 3,5X9,5 
TORNILLO CILINOR:CO PARA CHAPA 3,5X9,5 

21 083539-000.6/0) ZUGFEDER TENSION SPRING 
MUELLE TENSOR 

28 312915-060.6/00 ANSATZSCHRAUBE SHOULDER SCREW 
TORNILLO-TOPE 

23 66.200-2175.2/00 SCHWENKHEBEL PIVOT LEVER 
PALANCA BASCULANTF 

30 66.200-2138.1/00 ROL: * ROLL 
POLEA 

31 66.200-2135.1/00 SPERRHEBEL LOCK LEVER 


PALANCA DE ENCLAVAMIENTO 
BIS/UP TO/HASTA MASCH. 99352 


32 56.200-2134.1/03 KLINKENRAD FUER KORREKTUR RATCHED WHEEL F.CORRECTION 
PIÑON DE TRINQUETE PARA CORRECCION 
33 56.200-2136.1/00 SPERRKLINKE LOCX PAWL 


TRINQUETE DE ENCLAVAMIENTO 
BIS/UP TO/HASTA MASCH. 99352 

33 66.209-2136.1/02 SPERRKLINKE LOCK PAWL 
TRINQUETE DE ENCLAVAMIENTO 
AB/W.E.F./DESDE MA@€H. 99353 


3 67.001-2282.1/00 KNOPF ΚΝΟΒ F138 
CAPERUZA 
35 66.200-2082.1/00 EXZENTER ECCENTRIC 
EXCENTRICA 
36 318106-060.6/00 ZYLINDERBLECHSCHRAUBE SELF-CUTTING SCREW 
TORNILLO CILINDRICO PARA CHAPA 
37 034107-000.6,00 SCHEIBE WASHER 
à ARANDELA 
1 38 015915-060.6/00 LINSENSCHRAUBE M3X3 OVAL-HEADED SCREW M3X3 


TORNILLO M3X3 


Farbschlüssel siehe Kapitel 30 - Color code see chapter 30 
Code couleurs voir chapitre 30 - Сссідо de colores véase capitulo 30 
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PSI T Datum/Date/Fecha: 08.39/00 
Compact S, Compact i : : 

Ident-Nr./Ident.no.. 7808.00.67 
3. ruckwerk/Printer 


Bloc d'impression/Unidad impresora 


3.3 Farbbandtransport, Korrakturelnrichtung 
Ribbon transport, Correction device 
Avance du ruban, Bande de correction 
Transporte de cinta, Dispositivo de corrección 


Pos.-Nr./Bauteil Bestell-Nr. Benannung Deutsch Term English Farbe 
Pos. no./Comp. Ref. no. Denominación Espanol Color 
38 66.200-2030.2/00 LEITERPLATTE HALLGENERATOR PCB HALL GENERATOR 


PLACA ELECTRONICA GENERADOR “HALL” 
BIS/UP TO/HASTA MASCH. 694974 
33 66.200-2030.2/02 LEITERPLATTE HALLGEHERATOR PCB HALL GENERATOR 
PLACA ELECTRONICA GENERADOR “HALL” 
AB/W.E.F./DESDE MASCH. 694975 


40 66.200-2038.2/00 STEUERSCHEIBE CONTROL DISC 
LEVA MULTIFORME 
41 312740-002.6/00 ZYLINDERSCHRAUBE M2,5X3 PAN-HEADED SCREW M2,5X3 
TORNILLO CILINDRICO 142,5X3 
42 012527-000.6/00 ZYLINDERSCHRAUBE M3X5 PAN-HEADED SCREW M3X5 
TORNILLO CILINDRICO 143X5 
43 034107-000.6/00 SCHEIBE WASHER 
ARANDELA 
44 481411-000.6/00 ZUGFEDER TENSION SPRING 
MUELLE TENSOR 
45 66.20U-2063."/00 BLATTFEDER LEAF SPRING 
FLEJE 
O.ILLUSTF. 90.7101-000.2/00 UMRUESTSATZ FARBBANDANTRIEB RETROFITTING KIT RIBBON DRIVE 
KIT DE MONTAJE POSTERIOR MOTRIZ DE CINTA 
O.ILLUSTF. °0.9000-037.2/00 SCHWENKHEBEL-ZIEHEISEN ZRANKARM FOR PIVOT LEVER 


HERRAMIENTA ESPECIAL 
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Ersatzielle - Spare parts - Pieces de rechange - Repuestos 
Compact S, Compact i 
ruckwerk/Printer 


oc d'impression/Unidad impresora 


Datuni/Bate/Fecna: 08.89/00 
Ident-Nr.‘ident.no.: 7808.00.67 


Farbbandtransport, Korrektureinrichtung 
Ribbon transport, Correction device 
Avance du ruban, Bande de correction 
Transporte de cinta, Dispositivo de corrección 


К PT 
т Ы 
a! 5 i R 
Ss 

INS 


SU 


Saite/Page/Pigina : 03-004 


ldent-Nr./IdenL.no.: 7808.00.67 


Druckwerkslelterplatte 
Printer PCB 

Platine mecanisme d'impression 
Placa de unidad impresora 


Pos.- kr. алей Bestell-Nr. Benennung Deutsch Term English Farbe 
Pos. πο,/!,. ap. Ref. no. Denominacibn Espanol Color 
1 66.200-2124.2/60 DRUCKWERKSLEITERPLATTE PRINTER PCB 


PLACA DE UNIDAD IMPRESORA 
ES 90/91 BIS/UP TO 830222 


2 671711-000.6/00  GABELLICHTSCHRANKE LIGHT BARRIER 

PALPACION CPTICA 

C14 6°2452-000.6/00 KER-KONDENSATOR INF 63V CERAMIC CONDENSER INF 63V 
CONDENSADOR CERAMICO INF 63V 

С2,3,5 662141-000.6/00 KER-KONDENSATOR 100NF 50V CERAMIC CONDENSER 100NF 50V 
CONDENSADOR CERAMICO 100NF 50V 

c5 6612, '-000.6/90 KONDENSATOR 2,2UF 25V CONDENSER 2,2UF 25V 
CONDENSADOR 2,2UF 25V 

RI 663496-320.6/00 KOSCHIWI 10KOHM 5% 1/4W CARBON RESISTOR 10KOHM 5% 1/4W 
RESISTENCIA DE CARBON 10КОНМ 5% 1/4W 

R2 663454-120.8/00 KOSCHIWI 180 OHM 5% 1/8W CARAGN RESISTOR 180 OHM 5% 1/8W 
RESISTENCIA DE CARBON 180 OHM 5% ¡/8w 

R3..7 663672-320.6/00 KOSCHIWI IKOHM 5% 1/4W CARBON RESISTOR IKOHM 5% 1/4W 
RESISTENCIA DE CARBON 1KOHM 5% 1/4W 

DE] 663053-000.6/00 DRAHTWIDERSTAND 15 OHM 1,5W WIRE RESISTOR 15 OHM 1,5W 
RESISTENCIA BOBINADA 15 OHM 1,5W 

Stl 562457-020.6/00 STIFTLEISTE 20 POLIG CONNECTOR STRIP 20 PULL 
CONECTOR 20 TEPMINALES 

512 562354-004.6/00 STIFTLEISTE SCHWARZ 4 POLIG CONNECTOR STRIP BLACK 4 POLE 
CONECTOR 4 TERMINALES 

513 562354-002.6/90 STIFTLEISTE SCHWARZ 2 POLIG CONNECTOR STRIP BLACK 2 POLE 
CONECTOK NEGRO 2 TERMINALES 

st4 562354-003.6/20 STIFTLEISTE SCHWARZ 3 POLS CONNECTOR STRIP BLACK 3 POLE 
CONECTOR NEGRO 3 TERMINALES 

515 562354-204.6/19 STIFTLEISTE BLAU 4 POLIG CONNECTOR STRIP BLUE 4 POLE 
CONECTOR AZUL 4 TERMINALES 

516 562354-104.6/00 STIFTLEISTE ROT 4 POLIG CONNECTOR STRIP RED 4 POLE 
CONECTOR RUJO 4 TERMINALES 

Su 562354-102.6/00 STIFTLEISTE 2 PULIG CONNECTOR STRIP 2 POLE 
CONECTOR 2 TERMINALES =. 

$18 562354-103.6/06 STIFTLEISTE ROT 3 POLIG CONNECTOR STRIP RED 3 POLE 
CONECTOR ROJO 3 TERMINALES 

Ts1,2 §75143-000.6/00 TRANSISTOR BC237A TRANSISTOR BC237A 


TRANSISTOR BC237A 


A24 


Ersatzteile - Spare parts - Pièces de rechange 
Compact |, Crsapact i 
; Dracitwerk/Frinter 


Bloc :d'impression/Unidad impresora 


Datum/Date/Fecha: 08.39/00 
Ident-Nr./Ident.no.: 7808.00.67 


3.4 Druci:werkulelterplatte 
Printer PCE 
Platine mecanisme d'impression 
Plac; de uridad impresora 
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Compact S, Compact i 


- Spare parts - Pièces de rechange - Repuestos [Seite/Page/figina : 04-001 


Stromversorgung/Power supply 


4.1 Stromversorgung 
Power supply 
Alimentation 
Alimentación 


Pos.-Nr./Bauteil Bestell-Nr. 
Pos. no./Comp. Ref. no. 


Benennung Deutsch 


Denominaciba Español 


Datum/Date/Fecha: 08.89/00 


Hdent-Nr./ident.no.: 7808.00.67 


Term English Farbe 


1 67.001-3571.1/00 

2 66.210-3522.1/00 

3 66.200-4558.1/00 

4 312636-009.6/00 

5 66.200-4557.1/00 

5 67.200-3545.2/00 

1 561800-000.5/00 

6 66.200-4550.1/00 

E] 66.210-3500.2/00 

8 68.210-3500.5/00 

3 65.210-3502.2/00 

3 66.210-3503.2/00 

8 68.210-3504.2/00 

9 66.210-3507.2/00 

10 542501-009.6/00 

τι 562561-000.6/09 

EI 67.001-3519.1/0n 
c2 562754-000.6/00 
CA 661306-000.3/00 


SCHALTERAUFNAHME 
SOPORTE DE INTERRUPTUR 
ABDECKUNG 

TAPA 7 

UNTERLEGPLATTE 

CHAPA SEPARADORA 
BLECHSCHRAUBE 


TORNILLO PARA CHAPA 


AUFLAGE 

SOPORTE 

FLACHBANDLEITUNG 12 POLIG 
MANGUERA PLANA 12 TERMINALES 
FLACHSTECKER 

CONECTOR PLANO 
DAEMPFUNGSPOLSTER 
AMORTISUADOR 

NETZTEIL 220/240V 50HZ 


SWITCH HOUSING 
COVER 

PLATE 

SELF-TAPPING SCREW 
MOUNTING 

FLAT CABLE 12 POLE 
FLAT CONNECTOR 
DAMPING PAD 


POWER PACK 220/240V 50H2 


FUENTE DE ALIMENTACION 220/2404 50HZ 


COMPACT 
REP.-NETZTEIL 220/240V 50HZ 


FUENTE DE ALIMENTACION REPARA0/. 


COMPACT 
NETZTEIL 110/220V 50HZ 


EXCH. POWER PACK 220/240/ 50HZ 
220,240V 50HZ 


POWER PACK 110/220V 50HZ 


FUENTE DE ALIMENTACION 110/220V 50ΗΖ 


COMPACT 
NETZTEIL 110/220V 60HZ 


POWER PACK 110/220V 60HZ 


FUENTE DE ALIMENTACION 110/220V 60HZ 


COMPACT 
NETZTEIL 120V 60H7 UL 


POWER PACK 120V 60HZ UL 


FUENTE DE ALIMENTACION 120V 60HZ UL 


COMPACT 
NETZTEIL 120V COHZ CSA 


POWER PACK 120V 60HZ CSA 


FUENTE DE ALIMENTACION 120V GOHZ CSA 


COMPACT 

NETZSCHALTER 
INTERRUPTOR DE REO 
GERAETESTECKER 

TOMA DE RED 
KONDENSATOR 1,55UF 450V 
CONDENSADOR 1,55UF 450V 
KONDENSATOR 1000UF 100V 
CONDENSADOR 1000UF 100V 
KONDENSATOR 
CONDENSADO? 
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POWER SWITCH 


APPLIANCE PLUG 


CAPACITOR 1,55UF 450% 


CONDENSER 10C0UF 100/ 


CONDENSER 


Ersatzteile - Spare parts - Pièces de rechange - Repuestos Seite/Poge/ Asian : 04-00 
RIT Datum/Date/Fech-; 08.89/00 


— RE | 


4. Stromversorgung/Power supply 


Alimentation/Alimentación 


4.1 Stromversorgung 
Power supply 
Alimentation 
Alimentación 


Pos.-Nr./Bauteil Besteli- Nr. Benennung Deussch Term English Farbe 

Pos. no./Comp. Ref. no. Denominacibn Espanol Corar 

cs 662787-000.6/00 ELECTR. CONDENSER 22000UF 10V 
CONDENSADOR ZLECTROLITICO 22000UF 10V 

c7 662440-000.6/00 KONDENSATOR t,33UF 50V CONDENSER 0,33UF 50V 
CONDENSADOR L:33UF SOV 

DRI 635122-000.6/00  FUNK-ENTSTOERZROSSEL SUPPRESSION INDUCTOR 
BOBINA ANTIPARASITARIA 

GR1 674324-000.6/00  GLEICHRICHTER B49C700 RECTIFIER 8400700 
RECTIFICADOR 8405700 

GR2 674319-010.6/00 GLEICHRICHTER B468C5000 RECTIFIER 84005000 
RESTIFICADOR 840875900 

IS1 66.210-3527.:/09 SPANNUNGSREGLER VOLTAGE REGULATOR 
REGULADOR DE TENZION 

O.ILLUSTR. 90.9000-040.2/00 ADAPTER-XABEL F. FLACHLEITER ADAPTER CABLE FOR FLAT CABLE 
ADAPTADOR CABLE PACA MANGUERA PLANA 

RI 663692-310.6/00 KUSCHIWI 6,8KLHM 10% 1/4W CARBON RESISTOR 6,8KOHM 10% 1/4W 
RESISTENCIA DE LARBON 6,8KOHM 10% 1/4W 

se 666464-300.6/00 SICHERUNG 0,8AT FUSE 0,ААТ 
FUSIBLE ὃ BAT 

51 566470-300.6/60 SICHERUNG 2,5A FUSE 2,5A 
FUSIBLE 2,5A 

TR! 66.210-3513.2/00 KONSTANTER 220/240V Lan? STABILIZER 220/240V SOHZ 
ESTABILIZADOR 720/240V 50HZ 

TRI 65.210-3515.2/00 KONSTANTER 110/220V 5047 TRANSFORMER 110/220V 50HZ 
ESTABILIZADOR 110/2204 51HZ 

TRI 66.210-3516.2/00 KONSTANTER 110/220V 60H2 TRANSFORMER 110/2204 60HZ 
ESTABILIZAUOR 110/220V 6092 

TR! 66.210-3517.2/00 KONSTANTER 110/127V 60HZ STABILIZER 110/127V 50Η” 
ESTAZILIZADOR 110/127V 60157 

TRI 66.210-3518.2/00 KOYSTANTER 190V SUHZ STABILIZER 100V 50HZ 
ZSTABIL'ZADOR i0tiV 51HZ 

TRI 66.210. 3519.2/07 KONSTANTER 100V 60H2 STABILIZER 100V 60HZ 


ESTARILIZADOR 100V GOH.’ 
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4.  Stromversorgung/Power supply 


` [Datum/Gate/Fecha: 08.89/00 


Alimentation/ Alimentación 


4.1 Stromversorgung 
Power suppiy 
Alimentation 
Alimentacibn 
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Spare parts catalog 
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Catálogo de Repuestos 


Compact S, Standard 100 
Compact i, Compact 100 i 
Standard 100 i 
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Ersatzteile - Spare parts - Pièces de rechange - Repuestos 
Compact S, Compact i 


O. Inhalt/Contents 


able des matieres/Indice 


Inha!t Seite Fiche 


10.3 Schnittstelle CENTRONICS/ Interface CENTRONICS 10-003 C12 
Jonction CENTRONICS/ Interface CENTRONICS 


20. Tastaturen, Tastenknoepfe/Keybosrds, Keytops 


Claviers, Boutons des touches/Teclados, Teclas 


Bestellhinweise/ Ordering procedure 20-001 03 
Instructions concernant les commandes/ Pedido 

558.153 Englisch/ English 20-005 07 
Anglais/ Inglés 

763.153 Französisch 6/Belgisch/ French 6/Belgian 20-006 09 
Français 6/Belge/ Francés 6/Belga 

766.153 Deutsch DIN 2137/ German DIN 2137 20-007 011 
Allemand DIN 2137/ Aleman DIN 2137 

198.155 Amarikanisch 3/ American 3 20-008 013 
Américain 3/ Americano 3 

811.153 Spanisch 4/ Spanish 4 20-009 015 
Espagnol 4/ Español 4 

350.154 Canada-Franzüsisch 4/ Canada-French 4 20-010 017 


Lanada-Français 4/ Canada-Francés 4 


Farbtelle/Color paris 
Couleurs pièces/Colores piezas 


Farbschlüssel für Teile mit Farbauftrag/ Color code for parts wilh a color coating 30-001 E3 
Code couleurs pour pièces peintes/ Codigo de colores para piezas color aplicado 
Fæbschlüssel für Kunststoffleile/ Color code for plastic parts 30-002 E5 


Code coul. pour pièces en mal. plastique/ Codigo de colores para piezas plastico 


Norm-, Standardtella/Standard parts 

Pièces de la norme, pieces standard/Piezas normalizadas, estandar 

Bertelinummern für Sicherungsscheiben/ Reference numbers for lockwashers 40-001 E7 
Reterences pour les rondelles de blocage/ Referencias de arandelas de seguridad 
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Compact S, Compact i 


S. Elektronik/Electronics 


Electronique/Electrönica 
5.1 Steuerelektronik 
Control electronics pcb 
Plaque d'électronique 
Placa electrönica de control 


Seite/Page/Fégina : 05-001 


Term English 


Pos.-Nr./Bauteil Bestell-Nr. Benennung Deutsch 
Pos. no./Comp Ref. na Denominacibn Espanol 
1 66.200-3006.5/90 REP.-STEUERELEKTRONIK/PRINTERC. 


EXCH. CONTROL/PRINTERCONT. PCB 


PLACA ELECTR. CONTROL/IMPRESORA REPARADA 


66.200-3002.5/00 REP.-STEUERELEKTRONIK/PRINTER 


EXCH. CONTROL/PRINTER PCB 


PLACA ELECTRON. CONTROL REPARADA 


66.250-30025/00 REP.-STEUERELEKTRONIK/PRINTERC. 


EXCH. CONTROL/PRINTER PCB 


PLACA ELECTRON. CONTROL REPARADA 


811 669712-000.6/00 LITHIUM-ZELLE 3V 

BATERIA DE LITIG 3V 
KER-KONDENSATOR 2,2NF 63V 
CONDENSADOR CERAMICO 2,2NF 63V 
KONDENSATOR 2,2JF 25V 
CONDENSADOR 2,211F 25V 
KER-KONDENSATOH 100NF SOV 


CONDENSADOR CEF AMICO 100NF 50V 


C10,15,12 662414-009.6/00 


C100,110,400,440 661227-000.6/00 


C101,103,120,130 662441-000.6/00 


С102 402 662463-000.6/00 KONDENSATOR 224F SOV 
CONDENSADOR 27NF 50V 
C13,14,15 662440-000.6/00 KONDENSATOR 0 33UF 50V 


CONDENSADOR 0 33UF 50V 
KER-KONDENSATCR 100NF SOV 
CONDENSADOR CERAMICO 100NF 50V 


C140,150,202,401 662441-000.6/00 


C200 662951-000.6/06 ELKO 100UF 10V 
CONDENSADOR ELECTROLITICO 100UF 
C21)1,600,700 662440-000.6/00 KONDENSATOR 0,33UF 5υν 
CONDENSADOR 0,3307 50V 
C300 661205-000.6/00 TANTAL-ELKO 10UF 16V 


CONDENSADOR ELECTROL. TANTALO 
KER-KONDENSATOR 100NF SOV 
CONDENSADOR CERAMICO 100МЕ SOV 
KONDENSATOR 0,01UF 50V 
CONDENSADOR 0,01UF 59V 
KER-KONDENSATOR 100HF 50V 
CONDENSADO: CERAMICC 100NF SOV 


C403,410,420,430 — 662441-060.6/C0 


ζ411,412 66245 1-000.6/00 


C431,501,502 662441-000.6/00 


C503 662767-000.6/00 KONDENSATOR 47UF 40V 

CONDENSADOR 47UF 40V 
C504 662452-000.6/00 ХОМОЕМЅАТОЯ 10NF 40V 

ZONDENSADOR 10NF 40V 
CB80J,900 762440-000.6/00 “ONCENSATOR 0,33UF SOV 

CONDENSADOR 0,33UF 50V 
n119,111,301 672100-000.6/00 CODE 1N4148 

0:200 1N4148 
2300 672354-100.6/00 2: DIODE ZD6,8V 

Ок 00 ZENER 206,8v 
0:00 672157-090.6/00 DICJE BYX82 

DiO^G BYX82 

* - Ersetzt durch Pos. ! 


Replaced by pcs. 1 
Sustituida por pos. 1 
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LITHIUM BATTERY 3V 

CERAMIC CONDENSER 2,2NF 63V 
CONDENSER 2,2UF 25V 

CERAMIC CONDENSER 100NF 50V 
CONDENSER 22NF 50V 
CONGLNSER 0,33UF 50V 
CERAMIC CONDENSER 100NF 50V 
ELECTR. CONDENSER 100UF 10V 
10v 

CONDENSER 0,33UF 50V 
TANTALUM CONDENSER 10UF 16V 
10UF 16V 

CERAMIC CONDENSER 100NF 50v 
CONDENSER 0,01UF 50V 
CERAMIC CONDENSER 100NF 50V 
CONLENSER 47UF 40V 
CONDENSER 10NF 40V 
CONDENSER 1,33uF 50v 

DIODE 1N4148 


Z-DIODE ZO 6,8V 


DIODE 8YX82 
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Compact S, Compact i 


5. Elektronik/Electronics 


lectronique/Electrónica 


5.1 Steuerelektronik 
Control electronics pcb 
Plaque d'électronique 
Placa electronica de control 


Pos.-Nr./Bauteil Bastell-Nr. Benennung Deutsch 
Pos. no./Comp. Ref. no. Denominacibn Espanol 


0600,700,800,900 672138-000.6/00 DIODE BY296 
DIODO BY296 
D650 672347-000.6/00 Z-DIODE BZX85C43 43V 
DIODO ZENER BZX85C43 43V 
DN60,70,2,20 677211-000.6/00 DIODEN-NETZWERK 
JUEGC DE DIODOS 
1510 670911-065.8/00 BK-EPROM 2764 (М055) 
EPROM DE 8K 2764 (NO65) 
COMPACT S 
1510 670911-064.8/00 8К-ЕРАО 2764 (Ν064) 
EPROM DE 8K 2764 (Ν064) 
COMPACT S 
1510 676842-0C0.6/00 MIKROCOMPUTER 97501 
MICROPROCESADOR 97501 
1510 670911-023.8/00 BK-EPROM 2764 (№023) 
EPROM DE 8K 2764 (N023) 
COMPACT S 
1510 653140-041.6/00 MIKROCOMPUTER (1140-041) 
MICROPROCESADOR (1140-041) 
} COMPACT S HEBR. 
1510 670911/066.8/00 8K-EPROM 2764 (NO56) 
k. EPROM DE BK 2764 (Ν066) 
REA COMPACT S 
IS10 251320-041.0^00 ΕΚ-ΕΡΒΟΜ 2764 (1320-041/X) 
EPROM DE Вк 2764 (1320-041/X) 
COMPACT S HEBR 
1510 651320-023.8/00 8К-ЕРКОМ 2764 (1320-023/X) 
EPROM DF BK 2764 (1320-023/X) 
COMPACT i, STANDARD 100: 
1510 653320-023.6/00 MIKROCOMPUTER (1320-023) 
MICROPROCESADOR (1320-023) 
COMPACT i, STANDARD 100: 
1510 653320-041.6/00 MIKROCOMPUTER (1320-041) 
M'CROPROCESADOR (1320-041) 
COMPACT S HEBR. 
1510 66.200-3120.1/00 MIKROCOMPUTER (№023) 
MICROPAOCESADOR (N023) 
SOMPACT 5 
1510, 1540 676812-000.6/00 MIKROCOMP'TER 97400 
MICROPROCESADOR 97409 
1511 679756-000.6/C0 2KYABIT-STATIK-RAM 5517 
FAM ESTATICA ZKXBBIT 5517 
IS12 670929-xxx.8/00 2K-EPROM 2716 (ΑΕ ΧΧΧ) 
EPROM DE 2K 2716 (AEXXX) 
COMPACT 5 


Seite/Page/Rígina : 05-001.1 


Datum/Date/Fecha: 08.89/00 


Ident-Nr./Ident.no.: 7808.00.67 


Term English 


DIODE BY29E 


Z-DIODE 82X35C43 43V 


DIODEN-ARRAY 


BK EPROM 2754 (N065) 


BK EPROM 2764 (N964) 


MICROCOMPUTER 37501 


8K EPROM 2764 (N023) 


MICROCGMPUTER (1140-041) 


BK EPROM 2764 (№066) 


BK EPROM 2764 (1320-041/X) 


8K EPROM 2764 (1320-023/ X) 


MICROCOMPUTER (1320-023) 


MICROCOMPUTER (1320-041) 


MICROCOMPUTER (№023) 


MICROCOMPUTER 97400 


2KX8 BIT STATIC RAM 5517 


2K EPROM 2716 (AEXXX) 


XXX Siehe Software-IC-Katalog (Mizrofiche) Best.-Nr. 5/99931/07 
See software IC catalog, ref. no 5/98800/17 
Vease el catà ogo de sistemas operativos y procramas 
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Elektronik/Electronics 


ectronique/Electrönica 


Steueralektronik 
Control electronics pcb 
Plaque d'électronique 

Placa electrónica de control 


XXX Siehe Software-IC-Katalog (Mikrofiche) Best.-Nr. 5/93831/07 


See software IC catalog, ref. no. 5/96800/17 


Véase el catálogo de sistemas operativos y programas 
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Pos.-Nr./Bauteil Bestell-Nr. Benennung Deutsch Term English Farbe 

Pos. no./Comp. Ref. no. Denomin.wibn Espanol Color 

1512 670946-xxx.8/00 2К-ЕРАОМ 2716 (AXXXX) 2K EPROM 2716 (AXXXX) 
EPROM DE 2K 2716 (AXXXX) 
COMPACT S 

1512 651240-060.8/00 4K-EPROM 2532 (1240-060/X) 4K-EPROM 2532 (1240-060/X) 1853 
4K-EPROM 2532 (1240-060/X) 
COMPACT S HEBR. 

IS12 653240-060.5/00 MIKROCOMPUTER (1240-060) MICROCUMPUTER (1240-060) 
MICROPROCESADOR (1240-060) 
COMPACT S HEBR 

1512 651140-xxx.8/00 2X-EPROM 2716 (1140-XXX) 2K EPROM 2716 (1140-XXX) 
EPROM DE 2K 2716 (1140-XXX) 
COMPACT ı 

i313 676204-000.6/00 33IT-DECODER 7415138 ЗВІТ DECODER 74L$138 
DECODIFICADOR DE 3 BIT 74ἱ 5138 

1514 676281-000.6/0h BFACH-LEITUNGSTREBER 1465244 8805 DRIVER 140244 
EXCITADOR OCTUPLE 74C244 

1.15 $76170-000.6/00 AFACH-NAND-GATTER 741503 4FOLD NAND GATE 74LS03 
PUERTA МАМО CUADRUFL.E 741.503 

1520 5]6202-000 6/09 4FACH-NAND-GATTER 14: 500 4FOLD МАМО GATE 741500 
PUERTA NAND CUADRUPLE 74LS00 

1540 670900-042.8/0) 2K-EPROM 2716 (A042) 2K EPROM 2716 (A042) 
EPROM DE 2K 2716 (A042) 
ES 90/91/90C, BT 

1540 66.250-3115.1/03 MIKROCOMPUTER (А042) MICROCOMPUTER (A042) ` 
MICROPROCESADOR (A042) 
ES 90/91 BIS/UP TO 83022? 

1541 676340-000 8/0) SFACH-LATCH 7415373 BFULO LATCH 7415373 
"LATCH" OCTUPLE 74LS373 

1542 676201-000.6/09  &FACH-INVERTER 741.504 GOLO INVERTER 74LS04 
INVERSORA SEXTUPLE 74LS04 

1543 $76203-000.5/0? 4FACH-NOR-GATTER 741502 4FOLD NOR GATE 741502 
PUERTA NOR CUADRUPLE 741502 

1544 676261-000.6/09 4FACH-EX-OR-GATTER 741586 4FOLD EX-OR GATE 74LS8€ 
PUERTA EX-OR CUADRUPLE 741586 

1550 676508-000.6/(0 KOMPARATOR 311 COMPARATOR 311 
COMPARADOR 311 

1551 676737-000.6/60 SPANNUNGSREGLER 5V VOLTAGE REGULATOR SV 
REGULADOR DE TENSION 5V 

1560,70,80,90 676593-000.6/00 2FACH TREIBER L298N 2FOLD DRIVER L298N 
DOBLE EXCITADOR L298N 

1520 698104-000.6/00 SCHALLGEBER BUZ7ER 
GENERADOR ACUSTICO 

O.ILLUSTR. 576418-660.8/00 KABEL CABLE 
CABLE 


5. 


Ersatzteile - Spare parts - Pièces de rechange - Repuestos 
Compact S, Compact i 


Elektronik/Electronics 


lectronique/Electrönica 


5.1 Steuerelektronik 
Control electronics pcb 
Plaque d'électronique 
Placa electrbnica de control 


Pos.-Nr./Bauteil 
Pos. no./Comp. 


R100,303,305 


R101,110,111,112 
R113,400,501 
R200,201 
R300-302 

R410 

R500 603,703 
R503,504 

R505 

R506 

R507 

R508 

R510 
R600,700,800,900 
R601,701,801,901 
R602,702,802,902 
R604 

R704,904 
803,803 

А804 

RN1,11,14 


ST2 


Bestell-Nr. 
Ref. no. 


663480-320.6/0u 


663436-320.6/00 


663672-320.6/00 


563674-320.6/00 


663658-320.6/00 


663448-320.6/00 


663496-320.6/00 


563480-320 5/00 


663275-000.6/00 


663408-120.6/00 


663285-006.6/00 


663289-000.6/09 


563812-000.6/00 


663694-220.6/00 


663704-320.6/00 


663686-320.6/00 


663052-000.6/00 


663032-000.6/00 


663496-32u.6/00 


663053-000.6/00 


677166-000.6/00 


561800-000.6/00 


RESISTENCIA DE CARBON 3,9KOHM 5% 1/44 
DRAHTWIDERSTAND 4,7 JHM 2W WIRE RESISTOR 4,7 OHM 2w 
RESISTENCIA SOBINADA 4,7 OHM 2W 


WIDERSTAND 10 OHM Zw RESISTOR 10 OHM 2W 
RESISTENCIA 10 OHM 4w 
KOSCHIWI 10KOHM 5% 1/4W CARBON RESISTOR 10KOHM 5% 1/4w 


RESISTENCIA DE CARBON 10KOHM 5% 1/4W 
DRAHTWIDERSTAND 15 OHM 1,5W WIRE RESISTOR 15 OHM 1,5W 
RESISTENCIA BOBINADA 15 OHM 1,5W 


R-NETZWERK 8X10KOHM RESISTOR ARRAY 8X 'IKOHM 
JUEGO DE RESISTENCIAS 8X10KOHM 
FLACHSTECKER FLAT CONNECTOR 


CONECTOR PLANO 


Seite/Page/Pégina : 05-001.3 


Delum/Date/Fecha: 08.89/00 
. Ident-Nr./Ident.no.: 7808.00.67 


Benennung Deutsch Tere; English 

Denominacibn Espanol 

KOSCHIWI 2,2KOHM 5% 1/4W CARBON RESISTOR 2,2KOHM 5% 1/4W 
RESISTENCIA DE CARBON 2,2ΚΟΗΝ 5% 1/4W 

KOSCHIWI 10KOHM 5% 1/4W CARBON RESISTOR 10KOHM 5% 1/4W 
RESISTENCIA DE CARBON ΙΟΚΟΗΜ 5% 1/4W 

KOSCHIWI 1KOHM 5% 1/4W CARBON RESISTOR IKOHM 5% 1/4W 
RESISTENCIA DE CARBON 1КОНМ 5% 1/4W 

KOSCHIWI 1,2KOHM 5% 1/4W CARBON RESISTOR 1,2KOHM 5% 1/4W 
RESISTENCIA RE CARBON 1,2KOHM 5% 1/4W 

KOSCHIWI 270 OHM 5% 1/4W CARBON RESISTOR 270 OHM 5% i/4W 
RESISTENCIA DE CARBON 270 OHM 5% 1/4W 

KOSCHIWI 100 OHM 5% 1/4W CARRON RESISTOR 100 OHM 5% 1/4w 
RESISTENCIA DE CARBON 100 OHM 5% 1/4W 

KOSCHIWI 10KOHM 5% 1/4W CARBON RESISTOR 10KOHM 5% 1/4W 
RESISTENCIA DE CARBON ΙΟΚΟΗΜ 5% 1/4W 

KOSCHIWI 2,2KOHM 5% 1/4W CARBON RESISTOR 2,2KOHM 5% 1/4W 
RESISTENCIA DE CARBON 2,2KOHM 5% 1/4%/ 

WIDERSTAND 1 OHM 0,7W RESISTOR 1 OHM 0,7W 

RESISTENCIA 1 OHM 0,7W 

KOSCHIWI 2,2 OHM 5% 1/4W CARBON RESISTOR 2,2 OHM 5% 1/4W 
RESISTENCIA DE CARENN 2,2 OHM 5% 1/4W 

WIDERSTAND 5,7KOHM 5% 1/3W RESISTOR 5,7KOHM 5% 1/3W 
RESISTENCIA 5,7KOHM 5% 1/3W 

WIDERSTAND 2,43KOHM 5% 1/4W RESISTOR 2,43KOHM 5% 1/4W 
RESISTENCIA 2,43KOHM 5% 1/4W 

WIDERSTAND 1KOHM 1/4W RESISTOR IKOHM 1/4W 

RESISTENCIA 1KOHM 1/4w 

KUSCHIWI 8,2KOHM 5% 1/4W CARBON RESISTOR 8,2KCHM 5% 1/4W 
RESISTENCIA DE CARBON 8,2KOHM 5% 1/4W 

KOSCHIWI 22KOHM 5% 1/4w CARBON RESISTOR 22KOHM 5% 1/4W 
RESISTENCIA DE CARBON 22KOHM 5% 1/4w 

KOSCHIWI 3,9KCHM 5% 1/4W CARBON RESISTOR 3,9KOHM 5% 1/4W 


Seite/Page/Pigina : 05-001.4 
Datum/Dats/Fecha: 08.83/00 
Ident-Ni./ident.no.: 7808.00.67 


Ersatzteile - Spare parts - Pièces de rechange - Repuestos 
Compact $, Corapact i 


Ele<tronik/Electronics 


Tectronlque/Elactrönica pap). VIDES => UTERIS. 
1 
ا‎ 
Steuerelektronik 
Control electronics pcb 
Plaque d'électronique 
Placa e'ectrónica de conirc! 


Sos.-Nr./Bauteu Bestell-Nr. Benennung Üxstsch Term English Faroe 

Pe: no./Comp. Ref. no. Denominacibn Español 

su 562354-012.6/00 STIFTLEISTE 12 POL!G CONNECTOR STRIP 12 POLE 
CONECTOR 12 TERMINALES 

$110,14,44 562457-020.6/00 STIFTLEISTE 20 POLIG CONNECTOR STRIP 20 POLS 
CONECTOR 20 TERMINALES 

su 561882-000.6/00 FLACHSTECKER FLAT CONNCCTOR 
CONECTOR PLANO 

St60 562754-004.6/00 STIFTLEISTE 4 POLIG CONNECTOR STRIP 4 POLE 
CONECTOR 4 TERMINALES 

Ts10,11,31,51,61 675143-020.56/00 TRANSISTOR BC237A TRANSISTOR BC237A 
TRANSISTOR 8C237A 

Ts20 675182-000.6/00 TRANSISTOR BC337 TRANSISTOR BC237 
TRANSISTOR BC337 

Ts30 675144-000.6/00 TRANSISTOR 8C327 TRANSISTOR BC327 
TRANSISTOR BC327 

Ts50 675273-000.6/00 TRANSISTOR 80646 TRANSISTOR BDC46 
TRANSISTOR 80646 

Ts60,70,80,90 675210-000.6/00 TRANSISYO® TIP125 TRANSISTOR TIP125 
TRANSISTOR T'P:25 

T371,81,31 675143-000.6/00 TRANSISTOR 8C237A TRANSISTOR BC237A 
TRANSISTOR 8623/7 

XT10,46 898510-000.6/00 QUARZ 4,0000MHZ QUARTZ 4,0000MHZ 


OSCILADOR DE CUARZO 4,0000MHZ 


B7 


Ersatzteile . Spare parts - Pièces de rechange - Repuestos 
Compact S/Compact i 


Elekironik/Electronics | Electronique/Electrónica 


5.1 Steuerelektronik 
Controi elecironics pcb 
Plaque d'électronique 
Placa electrónica de control 


Τ590 TS3 


ST03 [coss] C014 |) (co 
RN14 —€—— 


d 
000008 ` BOOCOUI 
000000 o|! » 


Ge = Im Lieferumfang der Leiterplatte nicht ent 
Not included in the scope uf delivery of the 
No se suministra con la plaza electrónica 


Datum/DaleFecha: 08.89/00 
Icent.-Nr.ident. no.: 7808.00.67 


C401 | 
g 
a 
== 


XT40 


RS | 


[C431] 


BR O1 3 
p 
L T Е ἢ Oo 
1530 1554 
3 


ТЕ @ (800) ОШО reso "res 
zJ 


je ON 


3300000 0000000008 e 
0000000000 y 
ت‎ ST 46 


ST01 


halten. Vor Einsendung als Austauschteil entfernen 
FCB. Remove before returning as an exchange assembly 
Hay que retirar la pieza antes de enviar la plara. 
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Seite/Page/Rigina : 05-002 
Datum/Date/Fecha: 08.89/00 
Ident-Nr./Ident.no.: 7808.00.67 


Ersatzteile - Spare parts - Pièces de rechange - Repuestos 
Compact S, Compact i 


Elektronik/Electronics 


Electronique 


lectrónica 


5.2 Steuerelektronik, Printercontroller 
Control electronics PCB, Printer controller 
Plaque d'électronique, Printer controller 
Placa electrónica de control, Placa printer-controller 


Pos.-Nr./Bauteil Bestell-Nr. Benennurg Deutsch Term English Farbe 
Poi. no./Comp. Ref. no. Denominacitn Espanol Color 


1 66.240-3315.2/00 STEUERELETA. /PFINTERCONTR. PCB CONTROL/PRINTER 
PLACA ELEZ IR. CONTROL/IMPRESORA 
1 66.240-3315.5/00 REP.-STEUERELEKTR./PRINTERC. EXCH. CONTROL/PRINTER PCB 
PLACA ELECTR. CONTROL/IMPRESORA REPARADA 
* 66.200-3006.2/00 STEUERELEKTRONIK/PRINTERC. CONTROL/PRINTERCONT. PCB 
PLACA ELECTRONICA OE CONTROL 
* 66.300-3015.2/00 STEUERELEKTRONIK CONTROL ELECTRONICS PCD 
PLACA ELECTRONICA DE CONTROL 
* 66.200-3002.2/00 STEUERELEKTRONIK/PRINTERC. CONTROL/PRINTER PCB 
PLACA ELECTRONICA DE CONTROL 
* 66.200-3315.2/00 STEUERELEKTRONIK/PRINTERCONTR. CONTROL/PRINTERCONT. PCB 
PLACA ELECTRONICA DE CONTROL 
* 66.200-3115.5/00 REP.-STEUERELEKTRONIK/PRINTERC. EXCH. CONTROL/PRINTER PCB 
PLACA ELECTRON. CONTROL REPARADA 
* 56.250-3315.5/90 RE”.-STEUERELEKTRONIK EXCH. CONTROL PCB 
PLACA ELECTRON. CONTROL REPARADA 
e 66.200-3315.5/00 R£P.-STEUERELEKTRONIK/PRINTERC. EXCH. CONTROL/PRINTERCONT. РСВ 
FLACA ELECTRON. CONTROL REPARADA 
811 663712-000.6/00 LITHIUM-ZELLE 3V LITHIUM BATTERY 3V 
BATERIA DE LITIO 3V 
C10-12 662414-000.6/00 KER-KONDENSATOR 2,2NF 63V CERAMIC CONDENSER 2,2NF 63V 
CONDENSADOR CERAMICO 2,2NF 63V 
C100,400,440 661227-000.6/0) KONDENSATOR 2,2UF 25V CONDENSER 2,2UF 25V 
CONDENSADOR 2,2UF 25V 
C101,103,120,130  662441-000.6'00 KER-KONDENSATOR 100NF 50V CERAMIC CONDENSER 100NF 50V 
COMDENSADOR CERAMICO 100NF 50V 
C102,402 662463-000.3/00 KONDENSATOR 22NF 50V CONDENSER 22NF 50V 
CONDENSADOR 22NF SCV 
C104,404 662413-060.6/00 KONDENSATOR 22PF 63V CONDENSER 22P= 63V 
CONDENSADOf, 22PF 63V 
C13-15,600,700 662440-J00.6/00 KONDENSATOR 0,33UF 50V CONDENSER 0,33UF 50V 
CONDENSADOR 0,33UF 50V 
C140,150,202:203 562441-000.6/00 KER-KONDENSATOR 100NF 50V CERAMIC CONDENSER 100NF SUV 
CONDENSADOR CERAMICO 100NF 50v 
C200 662951-000.6/00 ELKO 100UF 10V ELECTR. CONDEMSER 100UF 10V 
CONDENSADOR ELECTROLITICO 100UF 10У 
C201 652407-000.6/00 MKT-KONDENSATOR 220NF 63V MCT CONDENSER 220NF 63V 
CONDENSADOR “NCT” 220NF 63V 
C300 661204-000.6/00 TA-KONDENSATOR 15UF 10V CAPACITOR !SUF 10V 
CONDENSADOR TANTALO 15UF 10V 
C301,401,403,410 662441-000.6/00 KER-KINDENSATOR 'DONF SOV CERAMIC CONDENSER 100NF 504 
CONDENSADOR CERAMICO 100NF 50V 
сог t544UU-011.6/00 KER-KONDENSATOR 47NF 16V CERAMIC CONDENSER 47NF 1EV 


CONDENSADOR CERAMICO 47NF 16V 


* - Ersetzt durch Pos. 1 
Replaced by pos. ! 
Sustituido por pos. ! 


B10 


Ersatzteile — Spare parts - Pieces de rechange - Repuestos 


Compact S, Compact i 
Elektronik/Electronics 


Electronique/Electrönica 


Seite/Page/Rigina : 05-002.1 
Datum/Date/Fecha: 08.89/00 
stent-Nr./ident.no.. 7608.00.67 


52 Steuerelektronik, Printercontroller 
Control eieztronics PCB, Printer controller 
Plaque d'élíctronique, Printer controller 
Placa electrónica de control, Placa printer-controller 


Pos.-Nr./Bautail 
Pos. no./Comp. 


0420,430,431,501 
C502 


7503 


C800,900 
0110,111,112,130 
D131,200,301,302 
0300 
D500,601-608 
D500,501-608 
0600,700,800,800 
0650 
0701-108,801,808 
0701-708,801,808 
0901-308 
0901-308 


1510 


Bestell-Nr. 


662451-011.6/00 


65244 1-000.6/09 


662441-000.6/00 


662767-000.6/00 


662482-000.6/00 


662440-000.6/22 


672100-000.6/00 


672100-900.6/00 


572325-00.6/00 


672171-000.5/00 


672171-400.6/00 


672138-000.6/00 


672347-000.6/00 


672171-000.6/00 


672171-400.6/00 


672171-400.6/00 


51:171-400.6/00 


653140-041.6/00 


676842-000.6/00 


570911-023.8/00 


676812-000.6/00 


Benennung Dsutsch 
Genominacitn Espanol 


KERKO 100PF 63V 
CONDENSADOR CERAMICO 100PF 63V 
KER-KONDENSATOR 100NF 50V 
CONDENSADOR CERAMICO 100NF 50V 
KER-KONDENSATOR 190NF 50V 
CONDENSADOR CERAMICO 100NF 50V 
KONDENSATOR 47JF 40V 
CONDENSADOR 47UF 40V 
KONDENSATOR 10NF 40V 
CONDENSADOR 10NF 40V 
KONDENSATOR 0,33UF 50V 
CONDENSADOR 0,33UF 50V 
DIODE 1N4148 

DIODC 1Ν4 148 

DIODE iN4148 

DIODO 1N4148 

Z-DIODE B2X55B6V2 6,2V 
DIODO ZENER 8ZXS5BGV2 6,2V 
DIODE UF4001 

DIODO UF4001 

DIODE TFK53 

01000 TFK53 

DG" 8Y296 

DIODO BY296 

Z-DICIC 8ZX85C43 43V 

DIODO ZENER BZX85C43 43V 
DIODE UF4091 

01000 UF400! 

D'ODE TFK53 

DIODO TFK53 

DIODE ΤΕΚ53 

01000 TFK53 

DIODE TFK53 

01000 TFK53 

MIKROCOMPUTER (1140-041) 
MICROPROCESADOR (1140-C4*) 
COMPACT S HEBR 
MIKROCOM?UTER 37501 
MICROPROCESADOR 97501 
BK-EPROM 2764 (N023) 

EPROM DE ΒΚ 2764 (N023) 
COMPACT S 

MIKROCOMPUTER 97400 
MICROPROCESADOR 97400 


Term English 


CER. CON. :00PF 63V 


CERAMIC CONDENSER ILINF 50V 


CERAMIC CONDENSER 100:1F 50V 


CONDENSER 47UF 40V 


CONDENSER 10ΝΕ 40v 


CONDENSER 0,33UF 50V 


DIODE 1N4148 


Z-DIODE 82X5586V2 6,2V 


DIGDF UF4001 


CIODE TFK53 


DIODE BY296 


Z-D^DE B2X85C43 43V 


DIOCE UF4001 


CIODE TFK53 


DIODE TFK53 


D'ODE TFKS3 


MICROCOMPUTER (1140-041) 


MICROCUMPUTER 97501 


BK EPROM 2764 (N023) 


MICROCOMPUTER 31400 


Seite/Page/Pigina : 05-002.2 
Datum/Date'Fecha: 08.89/00 
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Ersatzteile - Spare paris — Pièces de rechange - Repuestos 
Compact S, Compact i 


5. Elektronlk/Electronics 


Electronique/Electrónica 


Steuerelektronik, Printercontroller 
Control electronics PCB, Prinier controller 
Plaque d'électronique, Printer controller 


Pos.-Nr./Bauteil 


Pos. no./Comp. 


1510 


1510 


1510 


1510 


1510 


1310 


1510 


1511 


1512 


1512 


1513 


1514 


1515 


1520 


1540 


Besteli-Nr. 


Ref. no. 


670911-064.8/00 


670911-065.8/00 


5709:1-066.8/00 


651320-041.8/00 


653325-041.6/00 


651320-023.8/00 


653320-023.6/00 


66.200-3120.1/00 


679756-000.5/00 


670929-xxx.8/00 


670946-xxx.8/00 


676204-000.6/00 
676581-000.6/00 
676170-000.6/00 
676202-069.6/00 


670990-042.8/00 


Benenning Dutch 
Denomiacibe Espanol 


8K-EPROM 2764 (N064) 
EPROM DE 8K 2764 (N064) 
COMPACT S 

BK-EPROM 2764 (№С05' 
EPROM DE 8K 2764 (№055) 
COMPACT S 

BK-EPROM 2/64 (Ν066) 
ЕРКО: JE 8K 2764 (Ν066) 
COMPACT S 

6K-EPROM 2764 (1320-041) 
EPROM DE 8X 2764 (1320-041) 
COMPACT S HEBR. 
MIKROCOMPUTER (1320-041) 
MICROPROCESADOR (1320-041) 
COMPACT S HEBR. 

BK-EPROM 2764 (1320-023) 
EPROM DE 8K 2764 (1320-023) 
COMPACT i 

M'KROCOMPUTER (1321-023) 
MICROPROCESADCR (1.20-023) 
COMPACT i, STANDARL 100i 
MIKROCOMPUTER (N023, 
MICRGPROCESADOR (NO; 3) 
COMPACT S 
2KXBBIT-STATIK-RAM 5: 17 
RAM ESTATICA 2ΚΧΊΒΙΤ 1517 
2K-EPROM 2716 (AE) XX) 
EPROM DE 2K 2716 (AEXXX) 
COMPACT S 

2K-EPROM 2716 (AXX; X) 
EPROM DE 2K 2716 (A:XXX! 
COMPACT S 

3BIT-DECODER 74LS138 
DECODIFICADOR DE 2 В 7415138 
BFACH-BUS-TREIBER 7411245 
EXCITADOR BUS GCTUPLE 74HC245 
AFACH-NAND-GATTER 74LS03 
PUERTA NAND CUADRUPLE 74LS03 
AFACH-NAND-GATTER 74L: 00 
PUERTA NAND CUADRUPLE 74LS00 
2K-EPROM 271€ (A042) 
EPROM DE 2K 2716 (A042) 

ES 90/91/90C, 8T 


Placa electrónica de control, Placa printer-ccntroller 


Term Fzglish 


BK EPROM 2764 (N06:.) 


8K EPROM 2764 (N65) 


8K EPROM 2764 'N066) 


8K EPROM 2764 (1320-041) 


MICROCOMPUTER 


1320-041) 


ΑΚ EPROM 271:4 (1320-023) 


MICROCOMPUTER (1320-223) 


MICROCCMPUTER (11023) 


2KX8 BIT STATIC RAM 5517 


2K EPROM 271€ (AEXXX) 


2K EPROM 2715 (AXXXX) 


3BIT DECODER 74.5138 

BFOLD BUS DRIVER 74HC245 
4FOLO МАМО GATE 741503 
4FOLO МАМО GATE ?4LSOC 


2K EPROM 2716 (A042) 


XXX Siehe Soitware-IC-Katalog (Mikr^fiche) Best.-Nr. 5/68931/07 


See software IC catalog, ref. ro. 5/98800/17 
Véase c! catálogo de sistemas operativos y programas 


Seite/Page/Rigina ` 05-002. 
Datum/Date/Fecha: 08.89/00 
Ident-Nr./Ident.no.: 7808.00.67 


Ersatzteile - Spare parts - Pieces de rechange - Repuestos 
Compact S, Compact i 


Elektronik/Electronics 


Electronique/Electrönica 


Steuereiektronik, Printercontroller 
Control electronics PCB, Printer controller 

Piaque d'électronique, Prinier controller 

Placa electrònica de control, Placa printer-contreller 


Pos.-Nr./Bauteil Besteit-Nr. Benennung Deutsch Term English Farbe 
Pos. no./Comp. Ref. nc. Canominacibn Espanol Color 
1549 676812-090.6/00 | MIKROCOMPUTER 97400 MICRUCOMPUTER 97400 

MICROPROCESADOR 37400 
1540 65.250-311:.1/03 MIKROCOMPUTER (A042) MICROCLMPUTER (Af42) 


MICROPROCESACOR (A042) 
ES 90/91 BIS NR. 820222, 90C 


1541 676340-000.6/00 BFACH-LATCH 7415373 BFOLD LATLH 741.5373 
"LATCH" OCTUPLE 74LS373 

1542 676201-000.6/00 &FACH-INVERTER 741504 SFOLD INVERTIR 741504 
INVERSORA SEXTUPLE 741504 

1543 676253-900.6/00 AFACH-NOR-GATTER 741502 4FOLD NOR GATE 741502 
PUERTA NOR CUADRUPLE 741502 

1544 676261-G00.6/00 AFACH-EX-OR-GATTER 74LSè6 4FOLD EX-OR GATE 74LS86 
PUERTA EX-OR CUADRUPLE 141586 

1550 676508—.60.6/00 KOMPARATOR 311 COMPARATOR 311 
COMPARADOR 311 

1551 616737-040.6/00 SPANNUNGSREGLER SV VOLTAGE REGULATOR ον 
REGULADOR DE TENSION 5V 

1350,70,30,9 676593-000.£/00 2FACH-TREIBER L298N 2FOLO DRIVER L2£àN 
DOBLE EXCITADOR L298N 

1520 698104-000.2/00 SCHALLGEBER BUZZER 
GENERADOR ACUSTICG 

O.ILLUSTR. 5:6418-660.8'00 KABEL CABLE 
CABLE 

O.ILLUSTR 235981-000.6/20 SOCKEL 40 POLIG SOCKET 40 POLE 
ZOCALO 40 TERMINALES 

O.ILLUSTR. U765è6-900.6/DY SOCKEL 24 POLIG SOCKET 24 POLE 
ZUCALO 24 TERMINALES 

U.ILLUSTR. E 200-3040.:/00 KUEHLKOERPER HEAT SINK 
DISI?ADOR DE CALOR 

R €02,702,802,902  35:636-320.6'00  FOSUHIWI 3,9KOHM 5% 1/4W CARBON RESISTOR 3,9KOHM 5% 1/4w 
RESISTENCIA DE CARBON 2,3X0HM 5% 1/4W 

R100,:33,305,503 E63:80-320.6:00 NOSCH!WI 2,2KOHM 5% 1/4 CARBON RESISTOR 2,2KOHM 5% l/áw 
RESISTENCIA DE CARBGN 2,2KOHM 5% 1/4w 

R103,116-112,131 — 363436-329.6/00 = KQ;CHIWI :0KOHM 5”. 1/4W CARBON RESISTCR `0КОНМ 5% 1/4W 
RESISTENCIA DE ^ARBON ΙΟΚΟΗΜ 5% 1/4W 

R113,130,1:1,400 E3357. -320.6 00 HOSCHIWI 1KOHE 5% 1/4W CARBON RESISTOR IKOHH 5% 1/4W 
RELISTENCIA DE CARBON ΙΚΟΗΜ 5% 1/4W 

RI 6E3414-.0.6/00 ΚΟ1ΡΗΝΗΙ 6% OHM 5% 1/8W CARBON RESISTOR 6E OHM 5X 1/8W 
RESISTENCIA DE CARBON 68 OHM 5% 1/8 

R132,133,500 66: 496-320 7/00  KCSCH*WI TOVOHM 5% 1/4W CARBON RESISTOR 10KOHM 5% 1/4W 
REGIS TENCIA JE CARBON ΙΟΚΟΗΜ 5% 1/4W 

R200,201,306 663:74-320 6/01 KOSCHIWI 1,2K0HM 5% 1/4W CARBON RESISTOR 1,2KOkM 5% 1/4W 


^ES'STENCIA OY CARBON 1,2KOHfá 5% 1/4W 


Seite/Page/Rigina : 05-002.4 
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Ersatzteile - Spare parts - Pièces de rechange - Repuestos 
Compact S, Compact i 


S: Elektronik/Electronics 


Electronique/Electrönica 


5.2 Stauerelektronik, Printerconzroller 
Control electronics PCB, ?rinter controller 
Plaque d'électronique, Printer controller 
Placa electrónica de control, Placa printer-controller 


Pos.-Nr./Bauteil Bestell-Nr. Benennung Deutsch Term English Farbe 

Pos. no./Comp. Ref. no. Denominacibn Espanol Color 

R202 663686-320.5/00 KOSCHIWI 3,SKOHM 5% 1/44 CARBON RESISTOR 3,9KOKM 5% 1/4W 
RESISTENCIA DE CARBON 3,9KOHIA 5% 1/4W 

R204 663638-320.6/00 KOSCHIWI 39 OHM 5% 1/44 CARBON RESISTOR 39 OHM 5% 1/4W 
RESISTENCIA DF CARBON 39 OHM 5% 1/4W 

R205,303,307 563480-320.6/00 KOSCHIWI 2,2KCHM 5% 1/1W CARBON RESISTOR 2,2KOHM 5% 1/4W 
RESISTENCIA JE CARBON 2,2KOHM 5% 1/4W 

R300-302 663658-320.6/00 KOSCHIWI 276 OHM 5% 1/1W CARBON RESISTOR 270 OHM 5% 1/4W 
RESISTENCIA DE CARBON 270 OHM 5% 1/4W 

R304,600,700,800 663694-320.6/00 KOSCHIWI #,2KOHM 5% 1/4W CARBON RESISTOR 8,2KOHM 5% 1/4W 
RESISTENCIA DE CARBON 8,2KOHM 5% 1/4W 

R410 663408-120.6/00 KOSCHIWI 2,2 OHM 5% 1/4W CARBON RESISTOR 2,2 OHM 5% 1/4W 
RESISTENCIA DE CARBON 2,2 OHM 5% 1/4W 

R501. 663672-320.6/00 KOSCHIWI IKOHA 5% 1 4W CARBON RESISTOR IKOHM 5% 1/44 
RESISTENCIA ЈЕ САЯЗ JN 1КОНМ 5% 1/4W 

R504,509 663480-320.6/00 KOSCHIWI 2 ZKOHM 5% 1/4W CARBON RESISTOR 2,2KOHM 5% 1/4W 
RESISTENC/A DE CARLON 2,2KOHM 5% 1/4W 

K505 663275-000.6/00 WIDERSTAND 1 OHM 1,7W RESISTOR 1 OHM 0,7W 
RESISTFACIA 1 OHM C,7W 

BEE 663408-120.6/00 KOSCH:WI 2,2 OHM £% 1/4W CARSON RESISTOR 2,2 OHM 5% 1/4W 
RESISTENCIA DE CARBON 2,2 OHM 5% 1/4W 

R507 663285-000.6/00 WIDERSTAND 5,7K04M 5% 1/3W RESISTOR 5,7KOHM 5% 1/3w 
RESISTENCIA 5,7KOHM 5% 1/3W 

R508 663289-000.6/00 WIDERSTAND 2,43} OHM 5% 1/4W RESISTOR 2,43KO0HM 5% 1/4W 
RESISTENCIA 2,431.0HM 5% 1/4W 

R510 663823-000.6/00 EINSTELLREGLER ¿KOH'A REGULATOR ΙΚΟΗΜ 
POTENCIOMETRO IKOHM 

R601,701,801,901 — 563704-320.6/00 KOSCHIWI 22κ0Η!4 5% 1/4W CARBON RESISTOR 22KOHM 5% 1/4W 
RESISTENCIA DE CARBON 22KOHM 5% 1/4W 

4604 663052-000.6/00 DRAHTWIDERSTAND 4,7 OHM 2W WIRE RESISTOR 4,7 OHM 2W 
RESISTENCIA BUBINADA 4,7 OHM 2W 

704,904 663032-000.6/00 WIDEF STAND 1) OHM 2W RESISTOR 10 OHM 2W 
RESISTENCIA 1) OHM 4w 

R804 663053-000.6/00 DRA-TWIDERSTAND 15 OHM 1,5W WIRE RESISTOR 15 OHM 1,5W 
RES:STENCIA 30BINADA 15 OHM 1,5W 

R900 663694-320.6/00 KOSCH'WI 8,2!.0HM 5% 1/4W CARBON RESISTOR 8,2КОНМ 5% 1/4W 
RESISTENCIA DE CARBCN 8,2KOHM 5% 1/4W 

RN1,11,14 677166-000.6/00 R-NETZWERK 8X10KOHM RESISTOR ARRAY 8X10KOHM 
JUEGO DE RESISTENCIAS BXIOKOHM 

Stl 562354-012.6/00  STIFTLEISTE 12 POLIG CONNECTOR STRIP 1. POLE 
SONECTOR 2 TERMINALES | 

$110,14,44 502457-020.8/00 STIFTLEIST: 20 POLIG CONNECTOR STRIP 20 POLE 
CONECTOR 20 TERMINALES 

5140 562354-103.6/00 STIFTLEISTE 3 POLIG CONNECTOR STRIP 3 POLE 


CONECTOR 3 TERMINALES 
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Seite/Prge'Pigina ` 05-002.5 
Datum/D?.e/Fecha: 08.89/00 
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Ersatzteile - Spare parts - Pièces de rechange - Repuestos 
Compact S, Compact i 


Elektronik/Electronics 


Electroniquss/Electronica 


5.2 Steusrelektronik, Printercontroller 
Control electronics PCB, Printer controller 
Plaque d'électronique, Printer controller 
Placa electrónica de control, Placa printer-controller 


Pos.-Nr./Bautoil Bestell-Nr. Benennung Deutsch Term English Farbe 
Pos no. Comp. Ref. no. Denominacibn Espanol Color 
| SEENEN слоеное 
| $163 562354-004.6/00 STIFTLEISTE 4 POLIG CONNECTOR STRIP 1 POLE 
CONECTOR 4 TERMINALES 
Ts19,11,31-33 675143-000.6/00 TRANSISTOR BC237A TRANSISTOR BC2374 
TRANSISTOR BC237A 
Ts23 675182-000.6/00 TRANSISTOR BC337 TRANSISTOR BC337 
TRANSISTOR 80311 
Τ530 675144-000.6/00 TRANSISTOR BC327 TRANSISTOR BC327 
TRANSISTOR BC327 
TRANSISTOR 80646 
Ts51,61,71,81,91 675143-000.6/00 TRANSISTOR BC237A TRANSISTOR BC23/A 
TRANSISTOR BC237A 
Ts60,70,60,90 675210-000.6/00 TRANSISTOR TIP125 TRANSISTOR TIP1?, 
TRANSISTOR TIP125 
XT10,40 638510-009.6/00 QUARZ 4,0000MHZ QUARTZ 4,0000: -IZ 


| Ts£0 675273-000.6/00 TRANSISTOR 80646 TRANSISTOR BD64ii 
OSCILADOR DE CUARZO 4,0000MHZ 
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Ersatzteile . Spare parts - Pièces de rechange - Repuestos 
Compact S/Compact i 


Elektronik/f iectronica/ Electronique/Electrénica 


5.2 Struerslektronik, Printercontrolier 
control electronics РСЗ, Printer controtier 
Plaque d'électronique, Printer controller 
Placa electrònica de control, Placa prirter-contro!ler 


RE 
! 
—1 


ч 0800000008 
ocooouoooo 


o 


conocoodon 
3090000000 


© = [m Lieferumfang der Lerterpi 


Not included in the scope of c 
No se suministra con la place 


08.89/00 
7808.00.67 


Catum/Date/Fecha 
er: Mr ident. no. 


2 
© 


Kai) 8 
[2] - 


n901 (3 


© 


csos 


1550 


Ak 0000000008 [P| d 
J 0000000000 — 


STO! 


atte nicht enthalten. Vor Einsendung als Austauschteil entfernen 
lelivery of the PCB. Remove before returning as an exchange assembly 
| electrónica. Hay que retira; la pieza antes de enviar la placa 
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Ersatzteile - Spare parts - Pieces de rechange - Repuestos 
Compact S, Compaci i 


Š  Elektro^ik/Electroniz 
KA Fa? ч (7-8 
tlec.ronique/Electr5 rica 


Steuerelektrorik, Ё Intercontroller 

Control electronic. PCB, Printer control er 
Plaque d'électronique, Printer contreiler 
Placa electrònica de control, Placa printer-controller 


5.3 


Pos.-Nr./Bauteil Bestell-Nr Benennung Deutsch Term English Farbe 
Pos. no./Comp Ref. no Denominscitn Espanol Cole: 
1 66.240-50:5.5/00 RE+-STEUERELKTR./PAINTERC. EXCH, CONTROL/PRINTER PCB 


PLAZA ELECTR. CONTACL/IMPRESORA REPARADA 

REP -STEJERELEKTRONIK/PRINTERC. EXCH. CONTROL/PRINTERCONT 
PLACA ELECTRON. CONTROL REFARADA 
REP.-STCUERELEKTRONIK/PRINTERC. EXCH. CONTROL/PRINTER PCB 
PLAC= ELECTRON. CONTROL REPARADA 

32 TRANSISTOREN 


66.240-3618.5/60 PCB 


66.2:0-5002.5/00 


811 663712-000.6/00 LITHIUM-ZELLE 3V LITHIUM BATTERY 3V 
BATERIA DE LITIO 3V 

C10-12 652414-000.6/00 YER-KONDENSATOR 2,2HF 63V CERAMIC CONDENSER 2,2NF G3V 
CONDENSADOR CERAMICO 2.2NF 63V 

C100,110,400,440 551227-000.5/00 KONDENSATOR 2,?UF 25V CONDENSER 2,2UF 25V 
CONDENSACOR 2.2UF 25у 


C101,103,120,130 — 662441-000 6/00 KER-KONDENSATOR 100NF SOV CERAMIC CONDENSER 100NF 50V 


CONCENSADOR CERAMICO 100NF 50V 

£102,402 662463-002.6/00 KONDENSATOR 22NF 507 CONDENSER 22NF 50V 
CONDENSADOR 22NF 50% 

С13-15,201 662440-000.6/00 KONDENSATOR 2,33UF SOV CONDENSER 0,3305 δῶν 


CONDENSADOR 0,33UF SOV 
KER-KONDENSATOR 100NF SOV 
CONDENSADOR CERAMICO 100NF 50V 


C150,202,203,431 — 662441-000.6/00 CERAMIC CONDENSER 100NF SOV 


C200 662351-000.6/00 ELKO 100UF 10V ELECTR. CONDENSER 100UF 10V 
CONDENSADOR ELECTRCLITICU 10007 10у 

C300,700 661205-000.6/00 TANTAL-ELKO 10UF 16V TANTALUM CONDENSER 19UF 16V 
CONDENSADOR ELECTRCL. TANTALO 10UF 16V 


C403,410,:20,430 662441-000.6/00 KER-KONDENSATOR 100NF SUV CERAMIC CONDENSER 100NF 50V 
CONDENSADOR CERAMICO 100NF 50V 

C411.417 662451-G11.6/00 KER*Z ¡uuPF 63V CER. CON. 100PF 63V 
«ONDENSADOR CERAMICO 100PF 63V 

С431. 11,502 65244)-000.6/00 KER-KONDENSATOR 100NF SOV CERAMIC CONDENSER 100NF 50V 

Ы CONDENSADOR CERAMICO 100№ 50V 

C503 662767-000.6/00 KONDENSATOR 47UF 404 CONDENSEF 47UF 40V 
CONDENSADOR 47UF 407 

C504 662482-000.6/00 KONDENSATOR 10NF 404 CONDENSER 10NF 40V 


CONDENSADOR 10NF 404 


D 10,111,130,131 872100-000.6/00 DIODE 1N4148 DIODE 1N4148 
01000 14144 

1,300 ÿ72354-000.6/00 Z-DIODE ZD6,8V Z-DIODE 20 6,8V 
01000 ZENER zD6,8V 

D301 672100-000.6/00 DIODE 1N4148 DIODE 14148 
DIOCO 1N4148 

0500 672157-000.6/00 DIODE BYX82 DIODE BYX32 
01000 8vx82 

# - Ersetzt durch Pos. i 


Replaced by pcs. 1 
Sustituido por pcs. 1 


Ble 


Seite/Page/Pigina ` 05-093.1 
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Ersatzteile - Spare paris - Pieces de rechange - Repuestos 
Compact S, Compact i 


8 Elektronit Electron -s 
Tectr snique/Ele.trönica 


Sieuerelektr.nlk, Printercentroller 

Control ^';ctronics PCB, Printer controlier 

Plaque © électronique, Pr nter controller 

Placa electrönica de control, F'aca printer-controller 


5.3 


Pos.-Nr./? „дей Bestell- Nr. Benennung Deutsci. Term English 
Pos. m ‚Comp Ref no Denominacibn Espano: 


D A0 700,800,900  672138-000.6/00 DIODE BY296 DIODE Вү2°, 
DICHO BY296 

D650 $72347-000.6/00 Z-DIODE 82X85C43 43V Z-DIG" < δ2 85643 43V 
01000 ZENER BZX85C43 43V 

1510 670911-064.8/00 8K-EPROM 2764 (ν064) f -<PRUM 2764 (NO64) 
BK-EPROM 2764 (NOS) 
СОМРАСТ 5 

1510 570911-065.8/00 AK-EPROM 2764 (№065) BX-¿PROM 2764 (№065) 
8K-EPROM 2764 (№065) 
COMPACT S 

1510 651320-041.85,U0 — BK-t^MUM 2754 (1220-24, SK-EPROM 2764 .11΄υ-061) 


BK-EPROM 2764 (1320-' 41) 
COMPACT S HEBR 

1510 653320-041 5/00 MIKROCOMPUTER ' 320-041) MICROCOMPUTER (1320-041) 
MICROPROCESAT a (1320-041) 
COMPACT S ' ¿BR 

1510 651520-0236/00 8K-EPROM ./64 (1320-023) BK- cPROM 2764 (1320-023) 
BK-EPRO 4 2764 (1320-023) 
COMP .T i, STANDARD 100: 

1510 655220-0236/00 Мік OCOMPUTER (1320-023) MICRICOMPUTER (1320-023, 
H CROPROCESADOR (1320-023) 
COMPACT i, STANDARD 100 


1810 $76842-000.5 ^, MIKROCOMPUTER 97501 MICRICOMPUTER 97501 
MICROPROCESADOR 97501 
1510 652140-0/.5/06 — MIKROCOMPUTER (1140-041) MICROCOMPUTER (1140-047) 


MICROPROCESADOR (1140-04 1) 
COMPACT S HEBR 


1511 6” ,156-000.5,00 2KX8BIT-STATIK-RAM 5517 2KXE BIT STATIC RAM 5517 
RAM ESTATICA 2KX8BIT 5517 

IS12 $70929-1xx 4/00 2X-EPROM 2716 (¿EXXX) 2K EPROM 2716 (AEXXX) 
EPROM OE 2K 2716 | ^ЕХХХ) 
COMPACT $ 

1512 570840 -κκκ. 3/00 2К-ЕРАОМ 2716 (AXXXX) 2K EPROM 2716 (AXXXX) 
EPROM DE 2K 2716 (AXXXX) 
COMPACT S 

"a3 676204-000 5/00 3ВІТ-ОЕСООЕЯ 74L5138 ЗВІТ DECODER 74LS138 
DECODIFICADOR DE 2 BIT 74LS138 

1514 676581-000 5/00  8FACH-BUS-TREIBER 74HC245 BFOLD BUS DRIVER 74HC245 
EXCITADOR BUS OCTUPLE 74HC245 

1515 676170-000.5/00 4FACH-NAND-GATTER 741503 AFOLO NAND GATE 741503 
PUERTA NANO CUADRUPLE 74LS03 

1520 676202-000.6/00 4FACH-NAND-GATTER 741500 4FOLD NAND GATE 741500 


PUERTA HAND CUADRUPLE 741500 


XXX Siehe Software-IC-Ka:alog (Mikrofiche) Best.-Nr. 5/99931/07 
See software IC catalog, ref. no. 5/98800/17 
Véase el catálogo de sistemas operativos y programas 
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£resizteile - Spare parts 


Compact S, Compact { 


Élektronik/Electronics Go 
lectronique/Electrónica 


- Pièces de rechange - Repuestos 


5.3 Staueraiektronik, Printercontroiler 
Control eiectronics PCB. Printer controller 
Plaque d'électronique, Printer controller 
Placa elect-orica de control, Placa printer-controller 


Benennung Deutsch 
Denominación Español 


Seite/Page/Pigina : 05-003.2 
Datum/Date/Fecha: 08.89/00 


ident-Nr./Ident.no.: /808.00.67 


Term English 


Роз. ir. /Bauteil Bestell-Nr. 

Pos. 10./Comp. Ref. no. 

1540 676812-091.6/00 
1540 670906-042.8/00 
1540 66.250-3115.1/03 
1541 675340-000.6/00 
1542,4,45 675201-000.6/00 
1543 675203-000.6/00 
1550 675506-000.6/00 
1551 675737-000.6/00 
LS20 598104-000.6/00 
0.A83. 672981-000.6/00 
0.AB3. 61938: - 200.6/00 
WILLISTR. 575418-650.8/00 
O.ILLJSTR. 66.250-3005. 1: uy 
R510 663534-000.6/00 
RN1,11,14 677166-000.5/06 
211444 562457-020 6/00 
5140 562354-003.6/00 
5:60 562354-004.6/00 
XT10 40 698510-060.6/00 


MIKROCOMPUTER 97400 
MICROPROCESADOR 97400 
2K-EPROM 2716 (A042) 
EPROM DE 2K 2716 (A042) 
ES 90/91/90C, 8T 
MIKROCOMPUTER (A942) 
MICROPROCESADOR (A042) 
ES 90/91 BIS NR. 830222, 90C 
BFACH-LATCH 7415373 
"LATCH" OCTUPLE 7415373 
GFACH-INVERTER 741.504 
INVERSORA SEXTUPLE 741504 
AFACH-NOR-GATTER 741502 
PUERTA NOR CUADRUP: E 741502 
KOMPARATOR 311 
comnananna a 
SPANNUNGSREGLER 5V 
REGULADOR DE TENSION Su 
SCHALLGEBER 

GENERADOR ACUSTICO 
SOCKEL 40 POLIG 

ZOCALO 40 TERMINALES 
SOCKEL 24 POLG 

ZOCALO 24 TERMINALES 
KABEL 

CABLE 

ABSTANDSHALTER 

SEPARAT OR 

POTENTIOMETER 1KOHM 
POTENCIOMETRO 1KOHM 
R-NETZWERK 8X10KOHM 
JUEGO DE RESISTENCIAS 8X 10KONM 
STIFTLEISTE 20 POLIG 
CONECTOR 20 TERMINALES 
STIFTLEISTE 3 POLIG 
CONECTOR 3 TERMINALES 
STIFTLEISTE 4 POLIG 
CONECTOR 4 TERMINA! :S 
QLARZ 4,0000MHZ 
OSCILADOR OE CUARZO 4,0000MH7 


820 


MICROCOMPUTER 97400 


2K EPROM 2716 (A042) 


MICROCOMPUTER (A042) 


BFOLO LAfZH 7415373 


GFOLO INVERTER 741504 


4FOLD NOR CATE 741.502 


TOMPARATOR 311 


VOLTAGE REGULATOR 5V 


BUZZER 


SOCKET 40 POLE 


SOCKET 24 FILE 


CABLE 


SPACER 


POTENTIOMETER IKOHM 


RF S STOR ARRAY BXTOKOHM 


CONNECTOR : TRIP 20 POLE 


CONNECTOR * TRIF 3 POLE 


CONNECTOR “TRIP 4 POLE 


QUARTZ 4.06 ,0MHZ 


Ersatzteile . Spare parts - Pièces de rechange - Repuestos 
Compact S/Compart i 


Elektronix/Electronics /Electronique/=lectrbnica 


5.3 Steue:elektronik, Printercontroller 
Control electronics PCB, Printer controller 
Plaque d'électronique, Printer controller 
Placa electrónica de control, Placa printer-controller 


1541 


00000029008 
0000000000 


00000000 
00000000 


= Im Lieferumfang dei Leiterplatte nicht erthaiten \ 
Not included ir the scope of delivery of the PCB R 
No se suministra con la placa electronica. Hay Que 
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Datum/Date/Fecha: 08.89/00 


Ident.-Nr.ident. по.: 7808.00.67 
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r ee 0000000008 Е 
d 0000000000 
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(or Einsendung als Austauschteil entferner 
emuve before returning as an exchange assembly. 
retirar la pieza antes de enviar la placa 
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Ersatzteile - Spare parts 
Compact S, Compact i 


8. Tastatur/Keyboard 


Clavier/Teclado 
8.1 Tastatur 
Keyhoard 
Clavier 
Teclado 


Pos.-Nr./Bauteü 
Pos. no./Comp 


Beie Nr. 


2 671225-000.6/00 
3 66.153-9101.2/00 
3 66.153-3101.5/00 
3 66.154-3101.2/00 
3 66.154-£101,5/00 
3 66.155-5101.2/00 
3 56.155-9101.5/00 
3 6.157-9191.2,00 
3 66.157-4101.5/0° 
3 55. 11* -3101.2/00 
3 66.171-9101.5/00 
4 87.001-6076.1/00 
5 87.001-6044.2/00 
5 87.001-6044.2/03 
6 66.200-4023.2/00 
6 66.200-4023.2/04 


ET 


67.010-4131.1/70 


TXXX = 


- Pièces de rechange 


Benennung Deutsch 
Denominacibn Espanol 


LED GRUEN 

LED VEROE 

TASTATUR TXXX COMPACT S 
TECLADO TXXX COMPACT S 
COMPACT S 

REP.-TASTATUR TXXX COMPACT S 
COMPACT S 

TASTATUR T850 ZDN/FR 

TECLADO 7850 CND/FR 

COMPACT S 

REP.-TAST/.;UR T850 CON/FR 
TECLADO REPARADO T850 CON/SR 
COMPACT S 

TAST “TUR T798 USA/CUM 
TECLADO T798 JSA/CF A 

COMPACT 5 

MEP.-TASTATUR (798 USA/CON 
TECLADO REPARADO 7798 USA/CDN 
COMPACT 5 

TASTATUR TXXX 

TECLADO TXXX 

COMPACT I 

REP.-TASTATUR TXXX 

TECLADO REPARADO TXXX 
COMPACT I 

TASTATUR T841 GR-FR/GR-LAT 
TECLADO T841 GR-FR/GR-LAT 
COMPACT S 

REP.-TASTATUR T841 GR-FR/GR--AT 


- Repuestos 


Seite/Page/Rigina : 08-001 
Datum/Date/Fecha: 08.89/00 
Ident-Nr./Ident.no.: 7808.00.67 


Term English 


LED GREEN 

KEYBOARD KXXX COMPACT 5 F296 
EXCH. KEYBOARD KXXX COMPACT S F296 
KEYBOARD K850 CON/FR F2So 
EXCH. KEYBOARD K850 CON/FR F296 
KEYBOARD K798 USA/CON F296 
EXCH. KEYBOARD X798 USA/CON Ε296 
KEYBOARD KXXX F296 
EXCH. KEYBOARD KXXX F296 
KEYBOARD K841 GR-F2/GR-LAT F296 


EXCH. KEYBOARD K841 GR-FR/GR-LATF296 


TECLADO REPARADO T841 GR-FR/GR-LAT 


COMPACT S 
RUECKFUEHRHEBEL USA 
PALANCA DE RETORNO USA 
TASTENKH. DW-RUECKFUEHRS. 


RETURN LEVEL USA 


TECLA REYORNO DE UNIDAD IMPRESORA 


TASTENKN. OW-RUECKFUEHRG. 


TECLA RETCRNO DE UNIDAD IMPRESCRA 


STELL SCHAUER 

INTERRUPTOR- SELECTOR 
STELLSCHALTER 
INTERRUPTOR-SELECTOR 
STELLSCHALTER-KNOPF 

BOTON DE INTERRUPTOR-SELECTOR 


KEYTOP PRINTER RETURN F314 
KEYTOP PRINTER RETURN F296 
SELECTOR SWITCH F313 
SELECTOR SWITCH F332 
SELECTOR SWTICH KNOB F313 


Zusätzliche Angaben der Tastaturvorlagen-Nr. erforderlich, sh. Kapitel 20/21 


In this case it ij necessary to quote the keyboard sheet no. (see shapter 20/21) 
Es necesario indicar adicionalmente el 7° de hoja ce teclado, véase cap. 20/21 


Farbschiisse! siehe Карие! 30 - Color code see chapter 30 
Code couleurs voir chapitre 30 - Codigo de colores νόθ.ο capitulo 30 


£23 


Hi 


18 


22 


D.ILLUSTR 


Pos.-Nr./Bauteil 
Pos. nı /Comp. 


bestell-Nr. 
Ref. no. 


67.010-4131.1/72 


66.200-4024.2/00 


66.200-4024.2/03 


024198-060.6/00 


035105-000.6/00 


87.001-6046.1/00 


57.001-4111.1/00 


87.001-6029.1/09 


67.001-4309.1/00 


66.200-4012.1/00 


66.200-4212.1/00 


66.200-4212.1/32 


66.200-4020.1/nu 


65.200-4020.1/04 


671221-000.6/00 


67.166-4186.1/70 


4864 18-000.6/00 


€5.250-4021.1/00 


Ersatzteile - Spare parts - Pieces de rechange - Repuestos 
Compact S, Compact i 


8.  Tastatur/Keyboard 


| ee 


8.1 Tastatur 
Keyboard 
Clavier 
Teclado 


denennung Deutsch 

Denominacitr. Espano! 
STELLSCHALTER-KNOPF 

BOTON DE INTERRUPTOR-SELECTOR 
STELLSCHALTER 
INTERRUPTOR-SELECTOR 
STELLSCHALTER 
INTERRUPTOR-SELECTOR 
ZYLINDERBLECHSCHRAUBE 
TORNILLO CILINDRICO PARA CHAPA 
ZAHNSCHEIBE 

ARANDELA DENTADA 
LEERTASTENANSTEUERUNG 
CONTROL DE BARRA ESPAC:ADORA 
HEBEL 

FALANCA 

ABSCHIRMBLECH 

THAPA AISLANTE 
FUEHRUNGSHUELSE 
CASQUI.LO-GUIA 
TASTENSCHALTER MITSUMI 
CONTACTO DE TECLA “MITSUMI” 
TASTENSCHALTER MARQUARDT 
CONTACTO DE TECLA “MARQUARDT” 
TASTENSCHALTER MARQUARDT 
CONTACTO DE FECLA "MARQUARDT" 
KAPPE 

TAPA 

KAPPE 

ΤΕΡΑ 

LED GRUEN 

LED /ERDE 

BLINDF APPE 

TAPA L'EGA 

DRUCKFEIER 

MUELLE F?ESIONADOR 

AUFNAHME FUER LED 

SOPORTE PA?A LED 


Term English 


SELECTOR SWTICH КОЕ 
SELECTOR SWITCH 
SELECTOR SWITCH 
SELF-CUTTING SCREW 
TOOTHED LOC WASHER 
SPACEBAR DRIVE 

LEVER 

COVER PLATE 

GUIDE SLEEVE 

KEY SWITCH MITSUMI 
KEY SWITCH MARQUARDT 
KEY SWITCH MARQUARDT 
CAP 

CAP 

LEO GREEN 

DUMMY CAP 
COMPRESSION SPRING 


RECEPTACLE FOR LEO 


Farbschlüssel siehe Kapitel 30 - Colo: code see chapter 30 
Code couleurs voir chapitre 30 - Codig ` de colores vease capitulo 30 


B24 


Seite/Page/Página : 08-001.1 
Datum/Date/Fecha: 08.89/00 


ident-Nr./ident.no.: 7808.C0.67 


F118 


F111 


F111 


F296 


F332 


F313 


Seite/Pag: ‘gina : 08-001 
Datum/Daiz scha: 08.86/00 
Ident-Nr./ident.»».: 7808.00.67 


Compact S, Compact i 


Tiitatur, Keyboard 
iivier/Teclado 


8.1 Tastatur 
Keyboard 
C'uvier 
Tuclado 


Ersatzteile - Spare perts - Pieces de rechange - Repuestos 
Compact S, Compact i 


Datum/Date/Fecha; 08.89/00 


Ident-N- /Ide//.no.: 7828.00.67 
Tastatur/Keyboard 


Clavier/Teclado š 
Leiterplatto Tastatur | 
PCB keyboard 

Circuit imprimé clavier 

Placa electrónica teclado 


Pos.-Nr./Bauteil Bestell-Nr. Benennung Deutsch Term English Farbe 

Pos. no./Comp. Ref. no. Denominacibn Espano! Coior 

D 662452-000.6/00 ^*ER-KONDENSATOR INF 63V CERAMIC CONDENSER "HE EIV 
CUNDENSADOR CERAMICG INF 63V 

сг 661227-000.2/00 XONDENSATOR 2,2UF 25V CONDENSER 2,20 25У 
CUNDENSADOR 2,2UF 25V 

01-39,801-803 672100-000.6/00 DIODE 1N4148 DIODE 1N4148 
DIODI 1N4148 

9100 672114-000.6/00 DIODE 1N400z DIODE 14002 
01000 'N4002 

D812,813,821-823 672100-000.6/00 DIODE !N4148 DIODE 114143 
01000 1N4148 

0531-834 672100-009.6/00 DIODE IN4146 DINCE 1N4 148 
DIONO IN4 148 

151 676164-000.6/90 4BIT-DECODER 1415154 4BIT DECODER 74: 5154 
DECODIFICADOR LE 4 BIT 74,5154 

152 676.76-000.6/00 LED-TREIBER 54811 LED DRIVER 5481N 
EXCITADOR LEG S4E1N 

R12 663454-120.6/00 KOSCHIWI 180 OHM 5% 1/8W CARBON RESISTOR 180 OHM 5% 1/8W 
RESISTENCIA DE CARBON 180 OHM 5% 1/8W 

R3,7 663698-320.6/00 KOSCHIWI 12KOHM 5% 1/4W CARBON RESISTOR 12KOHM 5% 1/42! 
RESISTE SIA DE CARBON 12KOHM 5% :/4W 

R4 663674-320.6/00 K©SCHIWI 1,2KOHM 5% i/4W CARBON RESISTOR 1,2KOH A 5% 1/4w 
RESISTENCIA DE CARBON 1,2KUHM 5% 1/4W 

85,6 663660-320.6/00 KOSCHIWI 330 OHM 5% 1/4w CARBON RESISTOR 330 OHM 5% 1/4W 
RESISTENCIA DE CARBON 330 OHM 5% 1/4W 

su 562583-020.6/00 STIFTLEISTE 20 POLIG CONNECTOR STRIP 20 POLE 
CONECTOR 29 TERMINALES 

Tsi 675144-000.6/00 TRANSISTOR 8C327 TRANSISTOR BC327 
TRANSISTOR 2С327 


E26 


| à 
Ersatzteile - Spare parts - Pieces de rechange - Repuestos laut e 
D θε’ AE == 08.89/00 


Compact S, Compact i 
ent-Nr./igont.no.: 7808.00.67 


Tastatur/Keynoard 


Clavier/Te” ado 


8.2 Lelterplatts Tastatur 
PCB keyboard 
Circuit imprimé clavier 
Placa electrónica teclado 1| ^ S ml ese œ 


ΕΕ 


H 
} 


SCH 
HOER 


о? 
074 


B27 


Ersatzteilkatalog AEG 
Spare parts catalog OLYMPIA 
Catalogue de piéces de rechange 

Catálogo de Repuestos 


Compact S, Standard 100 
Compact i, Compact 100 i 
Standard 100 i 


Service Department с; 


Ersatzteile - Spare parts - Pieces de rechange - Repuestos 
Compact S, Compact i 
Tastatur; Keyboard * 
Clavier/Teclado 
8.3 Funktionstastenknópte 
Function kevtops 
Boutons des touches de fonction 
Teclas de función 
| Pos -Nr./Bautail Bestell-Nr. Benannung Deuts:n Term English 
Pos no./Comp Ref. no Denoimnacibn Esp-nol 
| 48 67.001-4034.1/60 TASTEWKN. TAB “ITEFNATIONAL KEYTOP TAB MTEHNATIGNAL 
| TECLA TAB INTE: NACIONAL 
43 67.001-4034. `/64 TASTENKN. TAB ‘TERNATIONAL KEYTUP TAB INTERNATIONAL Ε290 
TECLA TAB INTERVACICNAL 
43 67.033-4034 1/60 TASTENKNOPF TA.. USA KEYTOP ТАВ US: F314 
TECLA TAB LSA 
43 67.033-4034.1/61 TASTENKHOPF 7AB-'JSA KEYTOP TAJ USA F296 
TECLA TAB USA 
50 87.001-5043.2/00 UMSCHALTFESTSTEL ER NTERNAT. SHIFT LOCK .NTER/ TIONAL F314 
TECLA FIJAMAYUSCU AS INTERNACIONAL 
50 87.001-6043.2/02 UMSCHALTFESTSTEL. 7R EITERNAT. SHIFT LOCK IHTERNAT'ONAL F296 
TESLA FIJAMAYUSCU, °S INTERNACIONAL 
50 87.001-6048.2/00 UMSCHALTFESTSTELL:? USA SHIFT LOCK USA 7314 
TECLA FIJAMAYUSCUL.'S LSA 
50 87.001-6048.2/01 UMSCHALTFESTSTELLE: UNA SHIFT LOCK USA F16 
TECLA FIJAMAYUSCUL ` J.A 
51 67.001-4030.1/69 TASTENKN. UMSCHALT NV RN. KEYTOP SHIFT INTERNA "IOMAL F3'4 
TECLA MAYUSCULAS IN: TRKACIONAL 
51 37.001-4030.1/62 TASTENKN. UMSCHALT. “ТГМ. KEYTOP SHIFT INTERNATIONAL F29C 
TECLA SELECTOR INTERA \CN'NAL 
51 57 033-4050.1/50 TASTENKNOPF UMSCHAL IN“ USA КЕҮТОР SHIFT USA F314 
TECLA MAYUSCULAS USA 
51 61.023-4050.1/61 TASTENKNOPF UMSCHALT. NC USA = KEYTOP SHIFT USA F296 
TECLA CONMUTACION USA 
52 67.301 -4013. 1/60 TASTENKN. UMSCHALT. INVERN. KEYTOP SHIFT INTERNATIONAL F314 
| TECLA MAYUSCULAS INTER AAG ANAL 
52 07.061-4733 1/64 TASTENKN. UMSCHALT. INT: Ar. KEYTOP SHIFT INTERNATIONAL F236 
TECLA SELECTOR INTERNAL DNL 
52 67.167-4034.1/60 TASTENKN. UMSCHALT. USA KEYTOP SHIFT USA F314 
TECLA MAYUSCULAS USA 
52 6).167-4034.1/61 TASTENKN. UMSCHALT. USA KEYTO? SHIFT USA F296 
TECLA SELECTOR USA 
53 87.901-6044.2/70 TASTENKN. DW-RUECKFUEHR. :ΝΥΞΗΝ. KEYTOP RETURN INTERNATIONAL "314 
TECLA ОЕ RETORNO INTERNA: ONAL 
53 87.001-6014.2/0: TASTENKN. DW-RUECKFJEHRG IN. КЕҮТСР RE URN INTERNATIONAL Fash 
TECLA RETORNO DE UNIDAD Ik PR SORA INTERN. 
53 8].001-6{45.1/00 TASTENKN. DW-RUECKFUEHRUR 3 LISA KEYTOP RETUAN USA F314 
“ECLA RETORNO DE UNIDAD IN-'RESORA USA 
53 87.001-6177.2/00 T^STENKN. DW-RUECKFUEHAG. Div KEYTOP RETURN CON F314 
TELA RETORNO DE UNIDAD IM: aE: ORA CON 
53 87.001-6,77.2/01 TAZTENKN. DW-RUECKFUEHRC. IN KEYTOP RETURN CN F296 
TECLA RETORNO OE UNIDAD IMF £S RA CON 
54 13.416-3104.1/60 TASTENKNOPF USA KEYTOP USA F314 
TECLA USA 
Farbschlüsse! siete Kapitel 36 - Color code ^€ chapter 30 
Coce couleurs voir chacitre 30 - Codigo de c «ores véase capitulo 30 
c3 


Ersatzteile - Spare parts - Pièces de rechange - Repuestos [Seite/Page/figina : 08-003.1 


Y Datum/Date/Fecha: 08.89/00 
Compact S, Compact i m 
Ident-Nr./Ident.no.: 7808.00.67 


8. Tastatur/Keybuard 


8.3 Funktionstastenknöpfe 
Function keytoos 
Boutons des tcuches de fonction 
Teclas de funcien 


?os.-Nr./Bauteil Bestell-Nr. Benennung Deutsch Term English Farbe 
Pos. no./Comp. Ref. no. Denominacibn Espanol Color 


54 TR 416-1104 17 raeg SN USA NCTIUP USA F256 
TECLA USA 

24 73.418-3101.1/60 TASTENKNOPF INTERNATIONAL KEYTOP INTERNATIONAL F214 
TECLA INTERNACIONAL 

54 73.418-3101.1/6! TASTENKNOPF INTERNATIONAL KEYTOP INTERNATIONAL F294 
TECLA INTERNACIONAL 

55 67.001-4038.1/60 TASTENKNOPF F. KORREKTUR KEYTOP CORRECTION F214 
TECLA PARA CORRECCION 

55 67.001-4038.1/62 TASTENKNOPF F. KORREKTUR KEYTOP CORRECTION F296 
TECLA PARA CORRECCION 

55 67.200-4045.1/90 TASTENKNOFF F. KORREKTUR + ZYTOP CORRECTION F314 
TECLA PARA CORRECCION 

55 57.200-4045.1/01 TASTENKNOPF F. KORREKTUR КЕ “TOP CORRECTION F298 
TECLA PARA CORRECCION 

56 73.417-3104.1/60 TASTENKNOPF RELOCATE USA КЕҮТЭР RELOCATE USA F314 
TECLA "RELOCATE" USA 

56 73.4*7--3104.1/62 TASTENKNOPF dELOCATE USA KEYTOÏ RELOCATE USA F295 
TECLA "RELOCATE" USA 

56 73.419-3:01.1/60 TASTENKNOPF RELOCATE INTERNAT. ΚΕΥΤΟΓ i.c: ПСАТЕ INTERNAT F314 
TECLA “RELOCATE” INTERNACIONAL 

56 73.419-3101 1/65 TASTENKNOPF RELOCATE INTERNAT. KEYTOP ΒΕ. ОСАТЕ Wat F295 
TECLA "RELOCATE" INTERNACIONAL 

37 66.200-4044.1/00 TASTENKN. TAB-SETZ INTERNAT. KEYTOP TAB-SET INTERNATION r; 
TECLA COLOCAR TOPES INTERNACIONAL 

57 66.200-4044.1/02 TASTENKN. TAB-SETZ INTERNAT. KEYTOP TAB-SiT INTERNATION F296 
TECLA COLOCAR TOPES INTERNACIONAL 

57 67.200-4032.1/00 TASTENKN. TAB-SETZ USA KEYTOP TAB-SET USA F314 
TECLA COLOCAR TOPES USA 

57 67.200-4032.1/01 TASTENKN. TAB-SETZ USA KEYTOP TAB-SET USA F296 
T*CLA COLOCAR TOPES USA 

58 66.200-4039.1/00 TASTENKNOPF DEZI-TAR USA KEYTOP DECI-TAB US F3M 
TECLA ТОРЕ DEC'MAL USA 

58 66.200-4039.1/01 TAS*¿NKNOPF DEZI-TAB USA KEYTNP DEL Tan uea pen 
IECLA TABULADOR DECIMAL USA 

58 73.661-3101.1/00 TASTHNKNOPF DEZI-TAB INTERNAT. КЕҮТОР DECI-TAB INTERNAT F3M 
TECLA TOPE DECIMAL INTERNACIONAL 

58 13.061-3101.1/02 T^STFNXNOPF DEZI-TAB INTERNAT. KEYTOP DECI-TAB INTFRNAT F296 
TECLA TABULADGR DECIMAL INTERN. 

59 27,6314-N77 1/62 LEERTAST= SPACE BAR F3 +4 
BARRA ESFACIADORA 

59 27.6314-077.1/63 LEERTASTE SPACE BAR F296 
BARRA FSPACIANNRA 

60 66.200-4038.1/00 TASTEMAN. RAND RTS. USA KEYTOP MARGIN RH USA ۴34 


TECLA MARGEN DERECHO USA 


Farbschlüsse! siehe Kapitel 30 - Coloi ¿vde see chars." 10 
Code couleurs voir chapitre 30 - Codigo de coinrzs véase capitulo ue 


C4 


Ersatzteile - Spare parts 
Compact S, Compact i 


Tastatur/Keybcard 


Ciavier/Teclado 


8.3 Funktionstastenknópfe 


Function keytops 


- Pieces de rechange 


Boutons des touches de fonction 


Tecias de función 


Benennung Deutsch 
Deneminacibn Espanol 


- Repuestos 


Seite/Page/Página ` 


Term English 


08-003.2 


Pos.-Nr./Bauteil Bestell-Nr. 
Dn no./Comp Ref. no. 
so 66.200-4038.1/01 
60 67.010-4031.1/00 
60 67.910-4031.1/03 
61 73.208-312* 1/60 
81 73.208-3121.1/61 
61 73.417-3101.1/60 
61 73.417-3101.1/61 
10 66.200-4045.1/00 
70 66.200-4045.1/01 
72 67.166-4174.1/70 
72 67.169-4174.1/70 
74 67.166-4175.1/70 
74 67.165-4175.1/70 
76 57.030-4148.1/70 
75 67.030-4148.1/71 
78 87 053-4 148.1/70 
76 67.053-4148. 1/71 
17 67.001-4135.1/70 
n 57 901-4135.1771 
86 66.2£9-4037.1/00 
06 66.230-4637.1/21 


u 


66.250-4041.1/00 


Farbschiüsse! siehe Kap:tel 36 


TASTENKN. RAND RTS. USA 
TECLA MARGEN DERECHO USA 
TASTENKN. RAND RTS. INTERNAT. 


KEYTOP MARGIN RH USA 


KEYTOP MARGIN RH INTERNAT. 


TECLA MARGEN DERECHO INTERNACICNAL 


TASTENKN. RAND RTS. INTERNAT. 


KEYTOP MARGIN RH INTERNAT. 


TECLA MARGEN DERECHO INTERNACIONAL 


TASTENKNOÏ TAB USA 
TECLA TAB LSA 
“ASTENKNOFF TAB USA 
TECLA TAB JSA 
TASTENKNO?F TAB INTERNAT. 
TECLA TAB ;NTESNACIONAL 
TASTENKNOPF TAS INTERNAT. 
TECLA TAE INTERNACIONAL 
TASTENKNOPF INSERT FAGE 
TECLA INSERSION PAPEL 
TASTENKNOPF INSERT PAGE 
TECLA INSERSION PAPEL 
TASTENKNOPF INTERNATIONAL 
TECLA INTERNACIONAL 
TASTENKNOPF USA 

TECLA USA 

TASTENKNOPF INTERNATIONAL 
TECLA NTERNACIONAL 
TASTENKNOPF USA 

TECLA USA 


KEYTOP TAB USA 


KEYTOP TAB USA 


KEYTOP TAB INTERNATIONAL 


KEYTOP TAB INTERNATIONAL 


KEYTOP INSERT PAGE 


KEYTOP INSERT PAGE 


KEYTOP INTERNATIONAL 


KEYTOP USA 


KEYTOP INTERNATIONAL 


KEYTOP USA 


TASTENKN. RANDKONTR. INTERNAT. КЕҮТОГ MARGIN CONTR.INTERN 
TECLA RETORNO AUTOMATICO INTERNATIONAL 
TASTENKN. RANDKONTR. INTERNAT. KEYTOP MARGIN CONTR.INTERN 
TECLA RETORNO AUTOMATICO ¡INTERNACIONAL 


TASTENKN. RANDKONTROLLE USA 
TECLA. RETORNO AUTOMATICO USA 
TASTENKN. RANOKONTROLLE USA 
TECLA RETORNO AUTOMATICO USA 
TASTENKMOPF "CODE" 

TEULA "CODE" 

TASTENKNOPF "CODE" 

TECLA ' COBE" 

TASTENKNOPF ROLLEN USA 
TECLA ПЕРІ A7AMIFNTO USA 
TASTENKNOPF HOLLEN USA 

TECLA DESPLAZAMIENTO USA 
TASTENKN. ROLLEN INTERNAT. 


KEYTOP MARGIN CONTROL USA 


KEYTOP MARGIN CONTROL USA 


KEYTOP CODE 


KEYTOP CODE 


KEYTOP ROLL USA 


KEYTOP ROLL USA 


KEYTOP ROLL INTERNATIONAL 


TECLA DESPLAZAMIENTO INTERNACIONAL 


Color code see chaoter 30 


Code couleurs voir chapitre 30 - Codigo ὡς colores vease capitulo 30 


ο. ο 3 A a ee 


C5 


Seite/Page/Rigina : 08-003.3 
Datum/Date/Fecha: 08.89/00 
Ident-Nr./Ident.no.: 7808.00.67 


Ersatzisile - Spare parts - Pièces de rechange - Repuestos 
Compact S, Compact i 


Tastatur/Keyboard 


8.3 Funktlonstastenkncofe 
Function keytops 
Boutons des touches de fonction 
Teclas de función 


Fos.-Nr./Bauteil Bestell-Nr. Benennung Nautsch Term English Farbe 
Pos. no /Comp. Ref. no. Denominacibn Соапо! Color 

86 66.250-4041.1/02 TASTENKN. ROLLEN 'NTERNAT. KEYTOP ROLL INTERNATIONAL F314 
TECLA DESPLAZAMIENTO INTERNACIONAL 

87 66.250-4036.1/00 TASTENKNOPF ROLLEN USA KEYTOP ROLL USA F313 
TECLA DESPLAZAMIENTO USA 

87 66.250-4036.1/01 TASTENKNOPF ROLLEN USA KEYTOP ROLL USA F314 
TECLA DESPLAZAMIENTO USA 

87 66.250-4040.1/00 TASTENKNOPF ROLLEN INTERNAT. KL''70P ROLL INTERNATIONAL F313 
TECLA DESPLAZAMIENTO INTERNACIONAL 

87 56.250-4040.1/02 TASTENKNOPF ROLLEN INTERNAT. KEYTOP ZOLL INTERNATIONAL F314 
TECLA DESPLAZAMIENTO INTERNACIONAL 

88 67.001-4043.1/60 TASTENKN. PAP.-TRANSPORT INT, КЕҮТОР PAPEK SEED INTERNAT. F314 
TECLA TRANSPORTE PAPEL INTERNACIONAL 

88 67.001-4043.1/63 TASTENKN. PAP.-TRANSPORT INT. КҒҮТОР PAPER FEED NTERNAT. F296 
TECLA TRANSPORTE PAPEL INTERNACIONAL 

B8 67.033-4044.1/60 TASTENKN. PAP.-TRANSPORT USA  KEYTOP PAPER FEED USA F3M 
TECLA TRANSPORTE PAPEL USA 

88 67.033-4044.1/61 TASTENKN. PAP.-TRANSPORT USA КЕҮТОР PAPER FEED USA F296 
TECLA TRANSPORTE PAPEL USA 

88 67.001-4044.1/60 TASTENKN. PAP.-TRANSPORT INT. КЕҮТОР PAPER FEED INTERNAT. F3i* 
TECLA TRANSPORTE PAPEL INTERNACIONAL 

89 67.001-4044.1/63 TASTENKN. PAP.-TRANSPORT INT. КЕҮТОР PAPER FEED INTERNAT. F296 
TECLA TRANSPONTE PAPEL INTERNACIONAL 

89 67.033-4043.1/60 TASTENKN. PA?.-TRANSPORT USA КЕҮТОР PAPER FEED USA F314 
TECLA TRANSPORTE PAPEL USA 

89 67.033-4043.1/61 TASTENKN. PAP.-TRANSPORT USA КЕҮТОР PAPER FEED USA F236 
TECLA TRANSPORTE PAPEL USA 


Farbschlussel siehe Kapitel 30 - Color code sez chapter 30 
Coge couleurs voir chapitre 27 - Codigo de colores véase capitulo 30 


C6 


Ersatzteile . Spare parts - Pièces de rechange - Repuestos 
Compact S/Cempact i 


Tastatur/Keyboard/ Clavier/Teciado 


8.3 Funktlonstastenk üpie 
Function key*ops 
Boutons des touches de fonction 
Teclas de función 


C7 


С] Б 
ΕΞ GE 


10. 


10.1 


Compact S, Compact i 


STANDARD Schnittstellen/STANDARD interfaces 
STANDARD jonctions/ESTANDAR interfacrs 


Schnittstelle FIFO 
Interface FIFO 
Jonction FIFO 
Interface FIFO 


Ersatzteile - Spare parts - Pièces de rechange - 'lepuestos 


Benennung Deutsch 
Denominacibn Español 


Seile/P29e/Página : 10-001 
Datum/Date/*echa: 08.89/00 
Ident-Nr./!dent.no. 7808.00.67 


Term English 


Pos.-Nr./Bauteil Besteli-Nr. 
Pos. na./Comp. Ref. no. 
1 66.300-3228.2/00 
1 66.300-3228.5/00 
2 012530-000.6/00 
3 034265-000.6/00 
4 030519-000.6/00 
Bu2 67.550-3154.2/00 
C1..4,11 661202-090.6/00 
C6 662445-000.6/00 
C6,7,8 ^ 661205-000.6/00 
C9,10,14,15 662468-000.6/00 
01-9 672100-000.6/09 
151 676824-000.6/00 
IS10,11 679712-000.6/00 
152 6766 13-000.6/00 
153 676542-000.6/00 
154 676539-000.6/00 
155 676547-000.6/00 
156 676263-000.6/00 
157 F/6201-000.6/00 
158 676262-000.6/00 
159 671712-000.6/00 


LEITERPLATTE V24C/RS232 FIFO 
PLACA ELECTRONICA V24C/RS232 FIFO 


COMPACT S, MASTERTYPE 


REP.-LEMERPLATTE V24 FIFO 


PCS V24C/HS232 FIFO 


EXCH. PCB V24 FIFO 


PLACA ELECTRONICA REPARADA V24 FIFO 


COMPACT S, MASTERTYPE 
ZYLINDERSCHRAUBE M3X8 
TORNILLO CILINDRICO M3X8 
SCHEIRE GEPRICKELT 
ARANDELA PRENSADA 
SECHSKANTMUTTER M3 
TUERCA EXAGONAL M3 

Y ABEL JUMPER 20 POLIG 
CONECTOR 20 TERMINALES 
KONDENSATOR 2,2UF 25V 
CONDENSADOR 2,2UF 25V 
KONDENSATOR 0,33UF 50V 
CONDENSADOR 0,33UF 50V 
TANTAL-ELKO 10UF 16V 


PAN-HEADED SCREW M3X8 


WASHER HAMMERED 


HEXAGONAL NUT M3 


?C3 CONNECYION 20 POLE 


CONDENSER 2 20Γ 25V 


CONDENSER 0,33UF 50V 


TANTALUM CONDENSER 10UF GV 


CONDENSADOR ELECTROL. TANTALO 100° 16V 


KONDENSATOR 330PF 63V 
CONDENSADOR 330PF 63V 
DIODE 1N4148 

DIODO 1N4i48 

IS UART-COM 8017 

IS "UART-COM" 8017 

FIFO 64X48IT 

FIFO 64X4BIT 
BAUDRATE-GENERATOR 8126 


CONDENSER 330PF 53V 


DIODE 1N4148 


IS UART COM 8017 


FIFO 64748IT 


BAUDRATE GENERATOR 3126 


GENERADOR VEL. TRANSFERENCIA 8126 


AFACH-LEITUNGSTREIBER 1488 


EXCITADOR CUADRUPLE 1488 
4FACH-EMPFAENGER 75189 
RECEPTOR CUADRUPLE 75189 


BFACH-BUFFER-INVERT. 74LS240 
REGISTRO INVERSOR OCTUPLE 74LS240 


3FACH-NOR-GATTER 741527 
PUERTA NOR TRIPLE 741527 
GFACH-INVERTER 74LS04 


INVERSORA SEXTUPLE 741504 


MULTIPLEXER 7415158 
MULTIPLEXADOR 1415158 
OPTO-KOPPLER CNY48 
ACOPLADOR OPTICO CNY48 


CH 


4F9LD ORIVER 1488 


4FOLO RECEIVER 75189 


BFOLO BUFFER INVERT.74LS24C 


3FOLO NOR GATE 741327 


GFOLD INVERTER 741504 


MULTIPLEXER 74LS158 


LIGHT BARRIER CNY 48 
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10. STANDARD Schnlttstellen/STANDARD interfaces 


STANDARD jonctions/ESTANDAR interfaces 


10.1 Schnittstelle FIFO 
Interface F!FO 
Jonction FIFO 
Interface FIFO 


Pos.-Nr./Bauteil Bestell-Nr. Benennung Deutsch Term English Farbe 
Pos. no./Comp. Ref. no. Denominacitn Espanol Color 
O.ILLUSTR. 66.220-3081.2/00 FLACHBANDKABEL FLAT CABLE 

MANGUERA PLANA 
D.ILLUSTR. 90.7085-000.2/00 NACHRUEST. V24/FIFO RETROFIT V24/FIFO 


KIT DE MONTAJE POSTERIOR V24/FIFO 
COMPACT, MASTERTYPE 


R1,13 663496-329.6/00 KOSCHIWI 10KOHM 5% 1/4W CARBON RESISTOR 10KOHM 5% 1/4W 
RESISTENCIA DE CARBON ΙΟΚΟΗΜ 5% 1/4W 

R10,14 663464-120.6/00 KOSCHIWI 3,3KOHM 5% 1/8W CARBON RESISTOR 3,3KOHM 5% 1/8W 
RESISTENCIA DE CARBO "` 3,3KOHM 5%, 1/8W 

R2 663664-320.6/00 KOSCHIWI 470 OHM 5% 1/4W CARBON RESISTOR 470 OHM 5% 1/4W 
RESISTENCIA DE CARBON 470 OHM 5’, 1/4W 

R3,4,12 663480-320.6/00 KOSCHIWI 2,2KOHM £% 1/4W CARBON RESISTOR 2,2KOHM 5% 1/4W 
RESISTENCIA DE CARBON 2,2KOHM 5% 1/4W 

R5 663638-320.6/00 KOSCHIWI 39 OHM 5% 1/4W CARBON RESISTOR 39 OHM 5% 1/4W 
RESISTENCIA DE CARBON 39 OHM 5% 1/4W 

R6 663476-320.6/00 KOSCHIWI 1,5KOHM 5% 1/4W CARBON RESISTOR 1,5KOHM 5% 1/4w 
RESISTENCIA DE CARBON 1,5KOHM 5% 1/4W 

R7 663544-120.6/00 KOSCHIWI IMOHM 5% 1/8W CARBON RESISTOR 1MOHM 5% 1/8W 
RESISTENCIA DE CARBON IMOHM 5% 1/8W 

R8 663650-320.6/00 KOSCHIWI 120 OHM 5% 1/4W CARBON FESISTOR 120 OHM 5% 1/4w 
RESISTENCIA DE CARBON 120 OHM 5% 1/4W 

R9,11 663672-320.6/00 KOSCHIWI IKOHM 5% 1/4W CARBON FESISTOR IKOHM 5% 1/4W 
RESISTENCIA DE CARBON 1КОНМ 5% 1/4W 

RN1,2 677166-000.6/00 R-NETZWERK 8X10KOHM RESISTOR ARRAY ΒΧΙΟΚΟΗΜ 
JUEGC DE RESISTENCIAS 8X 10KOHM 

51 563153-010.6/00 DIL-SCHALTER 10 POLIG DIL SWITCH 10 POLE 
CONMUTADOR "DIL" 10 TERMINALES 

5] 563157-010.6/00 D:!P-S-HALTER 10 POLIG DIP SWITCH 10 POLE 
CONMUTADOR CODIFICADOR "DIP" 10 TERMINALES 

TR! 67.600-3169.2/00 UEBERTRAGER TRANSMITTER 
TRANSMISOR 

Ts1,2 675144-000.6/00 TRANSISTOR BC327 TRANSISTOR BC327 
TRANSISTOR BC3?7 

x1 562870-000.6/00 BUCH5ENGEHAEUSE 25 POLIG SOCKET HOUSING 25 POLE 
CAJA DE CONECTOR 25 TERMINALES 

XT! 698511-000.6/00 QUARZ 5.0588MHZ QUARTZ 5,0688MHZ 


OSCILADOR DE CUARZO 5,0688MHZ 
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. STANDARD Schnittstellen/STANDARD interfaces 


STANDARD jonctions/ ESTANDAR interfaces 


10.1 Schnittstelle FIFO 
Interface FIFO 
Jonction FIFO 
Interface FIFO 
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STANDARD Schnittstellen/STANDARD interfaces 
STANDARD jonetions/ESTANDAR interfaces 


10.2 Schnittstelle IEC-BUS 
Interface IEC-BUS 
Jonrtion IEC-BUS 
Interface IEC-BUS 


10. 


Pos.-N'./Bauteil Bestell-Nr, Benernung Deutsch Term English Firba 
Pos. ao /Comp. Ref. na. Denomuacibn Español Color 
65.300-2150.2/00 LEITERPLATTE 'cC-BUS PCB IEC Bus 
PLACA ELESTRONICA ¡EC-BUS 
66.300-3150.5/00 REP.-LEITEAPLATTE IEC-BUS EXCH. PB IEC-BUS 
PLACA ELECTRONICA REPARADA IEC-BUS 
H 312508-000.6/00 ZYLINDERSCHRAUBE PA"4-HEADED SCREW 
TOPA'LLO CILINDRICO 
2 034259-000.6/00 SCHEME WASHER 
ARANCELA 
3 331100-000.6/0% SECHSKANTMUTTER M2,5 НЕХАСОМА!. NUT M2,5 
TUERCA EXAGONAL M2,5 
4 67.600-30:9.2/00 MASSEBAND GROUND CABLE 
CABLE DE MASA 
C1..4,6,7 562441-000.6/00 KER-KONDENSATOR 10γνΕ SOV CERAMIC CONDENSER 100NF 50V 
CONDENSADOR CERA 1C0 !90NF 50V 
c11 €67495-000.5/00 KER-KONDENSATO” 2,2NF 63V CEFAMIC CONSENSE2 2,2NF 63V 
CONDENSADOR C RAMICO 7,2NF 63V 
cs 662463-000.6/00 KONDENSATOR 330PF 65% CONDENSER 33CPF 63V 
CONDENSADTKH 315PF 63V 
cg 661205-200.6/00 TANTAL-FLKO 10U7 16V TANTALUM CONDENSER 10UF 16V 
CONDENSADOR ÆLECTROL. TANTALO 10U* 16V 
151 676140-00ἱ 6/00 BFAC:'.-LATCH 1415373 ëFOLD LATCH 7415373 
πιο (Ci CCTUPLE 7415375 
152 676218-000.6,90 ^, ACH-NOR-TREIBER 741533 4FOLD NOR GATE 741533 
FACITADOR NOR CUADRUPLE 741533 
153 676269-009.6/y 2FACH-NAND-GATTER 741.520 2FOLO МАМО САТЕ 74L$2n 
PUERTA NAND DOBLE 741520 
154,10 676202-0" 4.6/04 AFACH-NAND-GATTER 74LS00 4FOLD МАМО САТЕ 741500 
PUERTA MANO CUADRUPLE 741500 
155 6762 :-020.6/00 3FACH-NAND-GATTER 741510 3FOLD NAND GATE 74LS10 
PUERTA NAND TRIPLE 74LS10 
155 27620, 000.6/00 — 4^ACH-EX-OR-GATTER 74LS85 4FOLD EX-3R GATE 74L586 
PUERTA EX-OR CUADRUPLE ¿41306 
IS7 676193-%00.6/00 4FACH-NANO-GATTER 7438 4FOLD NAND 7438 
PUERTA NAND CUADRUPLE 7438 
158 676201-0::2.5/00 GFACH-INVERTER 74LS04 6FOLD INVERTER 741504 
INVERSORA SEXTUPLE 74LS04 
1S 676202-000 3/00 4FACH-NOR-GATTER 741502 4FOLD NOR GATE 741502 
PUERTA NOR CUADRUPLE 741502 
al 563682-320.6/00 KOSCHIWI 2,7KOHM 5% 1/4 CARBON RESISTOR 2,7KOHM 5% 1/4W 
RESISTENCIA DE CARBON 2,7KCYM 5% 1/4W 
R2 663674-320.6/:0 KOSCHIWI 1,2KOHM 5% 1/4W CARBON RESISTOR ',2KOHM 5% 1/4w 
RESISTENCIA DE CARBON 1,2KOHM 5% 1/4W 
RN1,3,5 677171-000.6/0( R-NETZWERK 8X3KOHM RESISTOR ARRAY 8X3KOHM 


JUEGO DE RESISTENCIAS BX3KOHM 


C12 


Seite /t'sqe/Pagina : 10-002.: | 
Datum/De*./Fecha: 08.89/00 
Ident-tir./ident.no.: 7808.00.57 
"STANDARD Schnittstellen STANDARD interfaces ` a | 
STANDARD jonctions/ESTANDAR interfaces о о ооло ооло 


II; AH زر‎ 


Ersatzteile - Spar» parts - Pieces de rechance ~ Repuestos 
Compact S, Compuc' 


10. 


——— —— A — 


10.2 Schnittr’alle IEC-BUS 
nterfece IEC-BUS 
vonct on ¡EC-BUS 
Inte:face IEC-BUS 


Pos.-Nr./s.utail Bestell-Nr Benennu 3 Deutsch Fem English Fan: 
Pos. nc./Comp Ref no. Denominicıhn Español Colo 
DN. A 677572-000.6/00 ?-NETZWERK BX6 2ΚΟΗΜ RESISTUR ARRAY BX6,2KOHM 

-UEGO DE RESISTENCIAS BX6,2KOHN 
51 563142-000.6/00 KODIERSCHALTER CODING SWITCH 

INTERRUPTOR COLIFICADOR 
ΧΙ 562576-000.6/09 GiRAETEBUCHSE 24 POLIG APPLIANCE INL.T 24 POLE 


ENCHUFE 01 MAQUINA 24 TERMINALES 
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- STANDARD Schnittstellen/STANDARD interfaces 
STANDARD jonctions/ESTANDAR interfaces 


10.2 Schnittstelle 'CC-BUS 
Interface IEC-BCS 
Jonction iEC-BUS 
Interface IEC-BUS 
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10. STANDARD Schnittstellen/STANDARD interfaces 


STANDARD jonctions/ESTANDAR interfaces 


10.3 Schnittstelle CENTRONICS 
Interface CENTRONICS 
Jonction CENTRONICS 
Interface CENTRONICS 


Pos.-Nr./Bauteil 3estell-N-. Benennung Deutsch Term English Farbe 
Pos. no./Comp. Ref. no. Denominacibn Espanol Color 
1 LEITERPLATTE CENTRONICS PCB CENTRONICS 
PLACA ELECTRONICA CENTRONICS 
1 66.300- 3042.5/00 REP.-LEITERPLATTE CENTRONICS EXCH. PCB CENTRONICS 
PLACA ELECTRONICA REPARADA CENTRONICS 
2 312501--000.6/00 ZYLINDERSCHRAUBE PAN-HEADEO SCREW 
TORNILLO CILINDRICO 
3 0342€5-000.6/00 SCHEIBE GEPRICKELT WASHER HAMMERED 
ARANDELA PRENSADA 
4 331100-009.6/00 SECHSKANTMUTTER M2,5 HEXAGONAL NUT M2,5 
TUERCA EXAGONAL Mt 
Bu2 67.:50-3154.2/00 KABELJUMPER 20 POLIG PCB CONNECTION 20 POLE 
CONECTOR 20 TESMINALES 
c1,2,5,6 662441-000.6/00 KER-KCNDENSATOR 100NF SOV CERAMIC CONDENSER 10011Γ 50V 
CONDENSADOR CERAMICO 100NF 50V 
c3 £62240-000.6/00 KONDENSATOR 22NF 250V CONDENSER 22NF 250v 
CONDENSADOR 22NF 250V 
C4 662452-900.6/00 KER-KONDENSATOR INF 63V CERAMIC CONDENSER INF 63V 
CONDENSADOR CERAMICO INF 53V 
151,2 676123-000.6/00 GFACH-INVERTER 7404 6FOLD INVERTER 7404 
INVERSORA SEXTUPLE 7404 
153 676340-000.6/00 BFACH-LATCH 7415373 BFOLO LATCH 7415373 
"LATCH" OCTUPLE 74L5373 
154,5 676120-000.6/00 4FACH-NAND-GATTER 7400 4FOLD NAND GATE 7400 
PUERTA NAND CUADRUPLE 7400 
R1 663656-220.6/00 KOSCHIWI 220 OHM 5% 1/4w CARBON RESISTOR 220 OHM 5% 1/4w 
RESISTENCIA DE CARBON 220 OHM 5% 1/4w 
R4 663654-320.E/00 | KOSCHIWI 470 OHM 5% 1/4w CARBON RESISTOR 470 OHM 5% 1/4W 
RESISTENCIA DE CARBON 470 OHM 5% 1/4W 
RN1 677170-000.6/00 R-NETZWERK 8XIKOHM RESISTOR ARRAY BXIKOHM 
JUEGO DE RESISTENCIAS ΒΧΙΚΟΗΜ 
ΧΙ 562510-000.6/00 AMP-BUCHSE 36 POLIG AMP SOCKET 36 POLE 


CONECTOR AMP 36 TEAMINALES 
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10. STANDARD Schnittstellen/STANDARD interfaces 
STANDARD jonctions/ES? ANDAR interfaces 


10.3 Schnittstelle CENTRONICS 
Interface CENTRONICS 
Jonction CENTRONICS 
Interface CENTRONICS 
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Compact S, Standard 100 
Compact i, Compact 100 i 


Standard 100 i 
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20. | Tastaturen, Tastenknópfe - Keyboards, keytops 


Claviers, boutons des touches - Teclados, botones de teclas 


23.0 Bestellhinweise 


Bastellhinweise für komplette Tastaturen 


Für die kompletten Tastaturen eines jeden Modells sind mehrere: Grundnummern eingeführt, 
d'e in den Stellen 3 bis 5 das sogenannte B-Merkmal aus der T,:staturvorlage beinhalten 


Beispiel: Tastatur der Compact S, Deutsch DIN 2137 
Tasiaturvorlagen Nr.: 766.153 
Baugruppen-Nr. der Tastatur: 66.153-9101.2/00 


Die Baugruppen-Nr. sagt noch nicht aus, daf es sich um die Tastatur 766 (Deutsch DIN 2137) 
handelt. Für die vollstándige Bestellangabe müssen daher hinter der Baugruppen- Nr. als 
Zusatzmerkma! die 6 Kennziffern aus der Tastaturvorlage aufgeführt werden. 


Die vollständige Bestellnummer lautet 66.153-9101.2/00 T765.153 


Bestellhinweise für einzelne T3stenknópfe aus dem Schreibtastenfeid 


Den Tastenknópfen (1...48) aus der? Schreibtastenfeld sind in Abhängigkeit von der Knopf- 
form und der Farbe Grundnummern zugeordnet. 


Grundnummer für Compact S: 27.6312-077.1/60 (Knopfform 1t? 


Fur die Bestellung eines bedruckten Tastenknopfes muß hinter dieser Grundnummer als Zu- 
satzmerkmal die Tastenknopf-Nr. aus der Tastaturvorlage aufgeführt werden. Fehlt diese Zu- 
satzancabe, so wird der Tastenknopf 'blank' geliefert. 


Beispiel: Benötigt wird der Tastenknopf A aus der Tastatur Deutsch DIN 2137, Tastaturvor- 
lage-Nr. 766.175 in der Farbe für Startype sandbeige {F3i4:. Die Knopf- Nr. in der 
Tastaturvorlage is’ 7523. 


Cie vollstándige Bestellnummer lautet 27.6312-077.1/60 7523 


Weiterführende Dokumentation über Tastaturen 


Eine vollständige Darstellung aller eingeführten Tastaturen und Bestell-Nrn. ist in dem Mikro- 
f cha "Ersatzteilkatalog Tastaturen", Bestell-Nr. 5/99938/67, enthalten. 
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Tastaturen, Tastenknópfe - Keyboaids, keytops 


Claviers, boutons des touches - Ter’ dos, botones de teclas 


20.0 Information in connection with the ordering 


Information in connecuon with the ordering of complete keybcards 


A number cf basic numbers have been introduced for the keyboard assemblies of each mude! 
which incorporate to so-called "B" characteristic, i.e. the keyLoard sheet number in the form cf 
the 3rd to 5th numerals. 


Example: Compact S keyboard, German standard DIN 2137 
Keyboard sheet no.: 766.153 
Keyboard variant no.: 66.153-9101.2/00 


The variant number does not show that the keyboard in question is 766 (German standard 
DIN 2137). For this reason, the 6 numerals of the keyboard sheet number need :2 be added 
behind the keyboard variant number, with the result that the full number is as follows. 


66.153-9101.2/00 T766.153 
with the character "T" beine Ze symbol for a keyboard. 


Information in connec';on with the ordering of individual keytops 
ΤΠΕ keytops (1...48) aʻe allocated basic numbers dependa on their design and the color. 
Basis number for the compact S: 27.6312-077.1/60 (desig; of knob 18) 


When ordering imprin:2d keytops, the keytop number from the keybcard sheet need to be 
added. Should the det il not be quoted, only blank keytops will be suppi ed. 


Example: |t is desire: to order the keytop "A" for the German keyboard. Keyboard sheet 
number 76.175 in the color for the Startype sand beige (F314). The keytop num- 
ber in the Keyboard sheet is 7523. 


The complete number is as follows: 27.6312-077.1/60 7523 


Supplementary information concerning keyboards 


A complete list of all keyboards plus reference numbers is given in the miciofiche "Spare parts 
catalog keyboards", reference number 5/99938/67. 
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20. | Tastaturen, Tastenknópfe - Keyboaras, кеу 


Claviers, boutons des touches - Teclados, botones de tecias 


20.0 instructions concernant les commandes 


Instructions concernant les comrnandes pour claviers complets 


Plusieurs numéros de base ont été introduits nor iss claviers complets de chaque modèle, 
numéros qui comportent, dans !ar cUsuons ὅ à 5, la soi-disante caractéristique B de la présen- 


- ———————— wn 


ration de clawer, 

Exemple: —Liav: 7 “lu modèle Compact S, allemand, DIN 2137 
Présentation de tissin no 786 153 
Ma Min. Pantone cer testen Bf 459 Оозул ΔΑ 
`... - - -- - wow d'Eier Yu n U I E MM 


Néanmoins, le no. du bloc fcnctionnel n'indiquera pas encore qu'il s'agisse du clavier 766 
(allemand DIN 2137). Pour fournir l'indication compléte de commande il s'agit donc de citer, à 
la suite du nc. bloc fonctionnel et sous la rubrique 'observation', les 6 chiffres repères de la 
présentation du clavier. 


Le no. complet de commande sera donc: 66.153-9101.2/00 T766.153 


Instructions de commande concernant les différents boutons des touches du panneau des 
touches alpha-numériques 


En fonction de la forme des boutons des nuinéros de base ont été affectés aux boutons de 
touche (1...48) à partir du panneau des tcuches alpha-numériques ainsi que la couleur. 


Numéro de base pour Compact S: 27.6312-077.1/60 (forme bouton 18) 


Lorsqu'il s'agit de commander ил bouton imprimé de touche il importe de faire suivre à ce 
numéro de base, et sous la rubrique ‘observation’, le no. du bouton de touche de la présenta- 
tion du clavier. Si jamais ce indication ne seront pas données, le bouton de touche sera fourni 
'sans impression'. 


Exemple: Еп саз de besoin du bouton de touche ‘A’ du clavier allemand DIN 2137, présenta- 
tion de clavier no. 766.175 dans la couleurfour Startype, beige sable (F314). Le 
no. dans la presentation de clavıer est 7523. 


Par conséquent, le numéro complet de ccmmande sera: 27.6312-077.1/60 7523 


Documentation plus exhaustive au sujet des claviers 


La micro-fiche "catalogue des pièces de rechange claviers", ло. commande “/* 9938/67 com- 
portera une représenta'icn complète de tous les claviers introduits et nos. de commande. 
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Tastaturen, Tastenknópfe - Keyboards, keytops 


Claviers, boutons des touches - Teclados, botones de teclas 


20.0 Pedido 


Pe 


dido de teci»dos completos 


En el nümero de referencia de un teclado completo, el segundo nümero (las cifras 3 a 5) es el 
mismo que el segundo nümero del teclado en la "hoja del teclado" (la hoja con la ilustración 
de todas las teclas de un teclado). 


Ejemplo: Teclado del modelo Compact S, teclados Hispano 
No. de la hoja del teclado: 811.153 
No. del teclado completo: 66.153-9101.2/00 


La referencia del teclado completo no indica de que se trata del teclado 811.153 (Espanol 4). 
Para que el nümero de pedido sea completo hay que indicar detrás del nümero de referencia, 
en la casilla para observaciones, el número completo de la hoja del teclado. 


El nümero de pedido completo es: 66.153-9101.2/00 T811.153 


Pedido de botones de teclas alfanuméricas 


Los botones de las alfanuméricas (teclas 1...48) tienen un nümero de referencia comün que 
depende de la forma de la tecla asi como el color de la tecla. 


El nümero de referencia para teclas del modelo Compact S es: 


27.6312-077.1/60 (Forma de teclas 18) 
Para pedir un botón de tecla que lleva impreso una letra o un signo, se dehe indicar detrás del 
nümero general, en la casilla para observaciones, el nümero de la tecla deseada tal y como 
aparece en la hoja del teclado. Si falta el segundo nümero, suministraremos un botón de tecla 
en blanco. 


Ejemplo: Se necesita el botón de la tecla "A" del teclado Español 4. El número de la hoja del 
teclado es 811.153. El código de color para el modelo Startype 200/210 es F314 
para beige arena. El nümero de la tecla "A" en la hoja del teclado es 7523. 


El número de pedido completo para el botón de tecla "A" es: 27.6312-077.1/60 7523 


Otra documentación sobre teclados 


Una presentación completa de todas los teclados introducidos y sus nümeros de referencia 
está incluida en la microficha "Catálogo de Repuestos - Teclados", referencia 5/99938/67. 


Ersatzteile . Spare parts - Pièces de rechange - Repuvstos 
Compact S/Compact i 


Tastaturen, Tastenknöpfe - Keyboards, keytops - “laviers, boutons des touches - Te 


20.1 Englisch Bestell-Nr. Benennung 
English Order no. Term 
Anglais "o. de commande Appelation 
Inglés Referencia Uenominaci 
27.6312-077.1/60 xxxxx 1) Schreibtas 
Individual 

Bouton de 
Botón de t 

66.153-9101.2/00 T554.153 Tastatur, 
Yeyboard, 
Ciavier, c 
Tecıado, c 
43269 1112 1500 7571 1787 7744 74 
ὶ | ` | i 
7512 | "en jw | sog ! one | 
| 
| 


| | ] 
| 292% | 1515 1526 | 7977 
` 


+ 
| 


151: 1535 1536 153) 


} Testenknopf-itr. aus Ta 
Fit keytop numer give 
rndiq"uer le no. te bou 
ı=dicar е! no. δεῖ bot 


D7 


Seito/Page/Página 
08.8£/00 
7808.00.67 


Datum/Date/Fecha : 


Ident.-Nr /Idont. no. 


clados, botones de teclas 


Farbe Tastaturvorlage-Nr. . 558.153 
Color Keyboard sheet no. 
Couleur No. de la présent. de clav. : 

бп Color No. de hoja del teclado 

tenknopf F314 


keytop 
touche alpha-numèrque 
ecla alfanumérica 


3 ui T 51805 үй 7764 


(id 7518 li T 7521 
0 ΜΗ 
| Fe zx ( d 


Aen 


| set 1529 | 1530 We | 


1 
7538 | 1439 7540 20638 7662 5 | 


staturvorlace »insetzen 

n in keyboard "heet 

ton de la prése't. de clavier 
ón de la hoja de" teclado 


D8 


Ersatzteile . Spare parts - Pièces de rechange - Repuestos 
Compact S/Compact i 


Tastaturen, Tastenknopfe - Keyboards, keytops - Claviers, boutons des touches - Te 


20.2  Frenzósisch 6/Belgisch Bestell-Nr. Benennung 
French 6/Belgian Order no. Term 
Francais 6/Belge No. de commande Appelation 
Francés 6/Belga Referencia Denominaci 

27.6312-077.1/60 xxxxx 1) Schreibtas 
Individual 

Bouton de 

Botón de t 

66.153-9101.2/00 T763.153 Tastatur, 
T852.153 Keyboard, 

Clavier, c 

Teclado, L 


40355 d iu s 7547 


7523 7517 T ion 7514 


42530 


E. 


7524 | 7525 | 7526 7 


7513 | 1515 1536 1537 


1) Tastenknopf-Nr. aus Ta 
Fit keytop number give 
Indiquer le no. de bou 
Indicar el no. del bot 
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20-006 
Datum/Date/Focha : 08 .88/00 


!dent.-Nr /Ident. no. 7808.00.67 | 


Soite/Page/Página 


cledos, botones de teclas 


Farbe Tastaturvorlage-Nr : 763.153/852.153 
Color Keyboard sheet no. d 
Couleur No. de la présent. de ciav. : 

Ón Co!or No. de hoja del teclado 

tenknopf F314 

keytop 

touche alpha-numérque 

ecla alfanumérica 

kpl. 

assy 

pL: 

pl. 

1568 51798 51799 51890 51801  :7553 7510 


| | 
ALLABE 


7529 


7528] | 


7539 7541 1556 7557 


staturvorlage einsetzen 

| in keyboard sheet 

Lon de la présent. de clavier 
)n de la hoja del teclaco 
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Ersatzteile . Spare parts - Pieces de rechange : Repuestos 
Compact S/Compact i 


Tastenknopfe - Keybcards, keytop. - Claviers, bouton: des touches - Te 


Tastaturen, 


“αι‏ سا 


20.3 Deutsch - DIN 2137 Bestell-Nr. Benennung 
German - DIN 2137 order nc. Term 
Allemand - DIN 2137 No. de commande Apoelation 


Alemán - DIN 2137 Referencia Denominaci 


27.6312-077.1/60 ххххх 1) Schreibtas 
Individual 
Beuton de 
Botón de t 


66.153-9101.2/00 T766.153 Tastatur, 
Keyboard, 
Clavier, c 
Teclado, c 


d | £1266 T TS À Y 


ig E 7514 | 1 18 7516 


1 
30049 7534 | 7535 1536 1537 


1) Tastenknopf-Nr. aus Ta 
Fit keytop number give 
Indiquer le no. de bou 
Indicar el no. del bot 
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Soite/Page/Página 20-007 
08 .88/09 


7808.00.67 


Datum/Dale/Focha 


Ident.-Nr /Ident. no.: 


clados, botoves de teclas 


Farbe Tastaturvorlage-Nr. : 766.153 
Color Keyboard sheet no. Ў 
Couleur No. de la présent. de clav. 

9n Color No. de hoja del teclado 

tes Knopf F314 

keytop 

couche elpha-numérque 

ecla a!fanumérica 

«pl 

ISSY. 

MIB 

Dl | 

30849 51612 51613 51616 51615 62614 7657 | 


p 0 


O 
Ζ 
ΠΩ 


| 25 7519 | 52071 7521 17576 7906 
| | 
\ l= E 
t 
K 


7531 


7529 


7539 7540 8689 :7624 


staturvorlage einsetzen 

| in keyboard sheet 

ton de la présent. de clavier 
бп de la hoja del teclado 


D12 


Ersatzteile . Spare parts - Pièces de rechange - Repuestos 
Compact 3/Compact i 


Tastaturen, Tastenknópfe - Keyboards, keytops - Claviers, boutons des touches ~ Г. 


20.4 Amerikanisch 3 Bestell-Nr. Benennung 
American 3 Order no. Term 
Américain 3 No. de commande Appelatio! 
Anericanc 3 Referencia Denomi nal: 

27.6312-077.1/60 xxxxx !) Schreibta 
Individua 
Bouton da 
Botón de i 
66.153-9101.2/00 T798.155 Tastatur, 
Keyboard, 
Clavier, « 
Teclado, « 
607% | :52281 52181 gp κά 51688 


oi | 
7512 | 350 7514 У | mm 


EN 
mre 
= 


7537 


1) Tastenknopf-Nr. aus Ti 
Fit keytop number giv: 
Indiquer le no. de ool 
Indicar el no. del bo 
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Seito/Page/Página 20-008 


Datum/Dato/Focha 08.88/00 


Ident.-Nr /Ident. no.: 7808.00.67 


sclados, botones de teclas 


Farbe Tastaturvorlage-Hr. : 798.155 
Color Keyboard sheet no. 

\ Couleur No. Ge la présent. de clav. 

бп Color No. de hoja del tec!edo 

;tenknopf F314 


| keytop 
touche alpha-numèrque 
‚ecla alfanumérice 


kpl. 

assy 

pl. 

pi. 

ο Se? sr TES ms SE s: + 

8 á m ) o Β 

NAYS AU 0 

A i l'une 

J " 

E 


2529 | 7530 7531 
| 
7538 7539 75% 20638 764? 


sa | lÍ 
| | 


istaturvorlage einsetzen 

jn in keyboard sheet 

ton de la présent de clavier 
ton de la hoja dei teclado 
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Ersatzteile . Spare parts - Pieces de rechange - Repuestos 


Compact S/Compact i 


Tastaturen, 


Spanisch4 
Spanish 4 
Espagnol 4 
Espanol 4 


Tastenknópfe - Keyboards, keytops - Claviers, boutons des touches - Te 


Bestell-Nr. Benennung 

Order no. Term 

No. de commande Appelatior 

Referencia Denominaci 

27.6312-077.1/60 xxxxx 1) Schreibtas 
Individual 
Bouton de 
Botón de t 

66.153-9101.2/00 T811.153 Tastatur, 
Keyboard, 
Clavier, c 
Teclado, c 

8369 | 40250 7500 1651 7502 40056 


EU Ñ 


1.7523 | 7524 7525 ) 75% 
hi I I l ! 
42575 7517 7535 7536 7537 


1) lastenknopf-Nr. aus Ta 
Fit keytop numper give 
Indiquer le no. de bou 
Indicar el πο. sel bot 


D15 


clados, botones de teclas 


20-099 
Datum.Daie/Focha 08.£3/00 
Iden!.-Hr./Idant. no. 7808.00 .67 


Soito/Page/Página 


Farbe Tastaturvorlage-Nr. : 811.153 
Color Keyboard seet no. 4 
| Couleur No. de la présent. de clav. 
бп Color No. de hoja del teclado 
tenknopf F314 
keytop 
touche a!pha-numérque 
ecla alfenumérica 
kpl. 
assy 
pl. 
pl. | 


7504 51026 51829 :51830 51831 :7654 41854 


7534 | 7518 ] 7519 52071 7521 | 7567 41829 
| | 
QAE 


] 


7527 


1530 751 7658 


1563 


| 


7538 | 7539 1540 7541 7660 


staturvorlage einsetzen 

n in keyboard sheet 

ton de :a présent. de clavier 
бп de là hoja del teclado 
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Ersatzteile . Spare parts - Pièces de rechange - Repuestos 
Compact S/Compact i 


Tastaturen, Tastenknopfe - Keybc.rds, keytops - Claviers, boutons des touches - Te 


20.6  Canada-Franzósisch 4 Bestell-Nr. e Benennung 
Canada-French 4 Order no. Term 
Canada-Français 4 No. de commande Appelation 
canadé-francés 4 Referencia Denomi naci 

27.6312-077.1/60 xxxxx 1) Schreibtas 
Individual 
Bouton de 
Botón de t 

66.153-9101.2/00 T850.154 Tastatur, 
Keyboard, 
Clavier, c 
Teclado, c 


SE 
DEG 


| 


AAA 


| | |! 
Μι 7523 7524 7575 7526 7 
| | i | | 
7517 L 7335 7536 (0M 


1) Tastenknopf-Nr. aus Ta: 
Fit keytop number cive 
Indiquer le no. de bou 
Indicar el no. del boti 


D17 


Seite/Page/Pägina 20-010 
Dutur/Date/Fecha 08 .88/00 


Ident-N:/Ident.nc.:. 7808.00.67 


clados, botones de teclas 


Farbe Tastaturvorlage-Nr. : 850.154 
Color Keyboard sheet no. : 
Couleur Nc. de la présent. de clav. : 

δη Color No. de hoja del teclado 

tenknopf F314 

keytop 

touche alpha-numérque 

ecla alfanumérica 

«pl. 

ISSY. 

LE 

M. 

51 l 51816 ИА T 51806 st 7510 | 


7534 dë 52071 a | 43200 
6 cal J : 
EN ^ yo / 


el dën 
ао сае 


1530 


| Ba 1610 


7539 7540 30853 7642 


staturvorlage einsetzen 

| in keyboard sheet 

‚on de la présent. de clavier 
)n de là hoja del teclado 


É 
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30. Farbschiüssel 
Color code 
Code couleurs 
Código de colores 


40. Norm - , Standardteile 

Standard parts 
Piëces de la norme, piëces standard 
Piezas normaiizadas, piezas standard 


E1 


Solte/Page/Págin:: 


.30 - 001 
Datum/Date/Fecha: 7 89/01 
Ident.-Nr./ident. ro: 0001.02.67 


- Color parts - Couleurs piéces - Colores piezas 


Ersatzteile Spare parts - Pièces de rechang^ - Repuestos 


30 | Farbte: e 


| Ke NE. 


30.1 Farbschlüssel für Teile mit Farbauftrag 
Color code for parts with a color coating 
Code couleurs pour pièces peintes 
Código de colores para piezas con color aplicado 


Stand/Date of issue/Etat/Edición 07.1989 


| Colors Couleur Coior 
| 
= + Ра 
graphite black noir graphite negro graf:to 
graphite black noir graphite negro grafito 
gold orange orange d'or naranjado oro 
slate grey gris ardoise gris pizarra 
siate grey gris ardoise gris pizarra 
orion blue bleu orion azul orión 
orion blue bleu orıon атш orión 
4) | schiefergrau slate grey gris ardoise gris pizarra 
aluminium aluminium і aluminium aluminio 
| 2 aluminium alurunium aluminium aluminio 
| saturnweid saturn white 70 bianc saturne 70 blanco saturno 70 
3 saturnweiß saturn white 70 blanc saturne 70 blanco saturno 70 
laubgrun leaf-green vert feuillage verde hoja 
E | laubgrun leaf-green vert feuillage verde hoja 
3 malachıtgrun green vert malachıte verde malaquıta 
1 malacnıtgrun green vert malachite verde malaquıta 
braun j brown brun marrón 
M 3 braun brown brun marrón 
| 1 | perigrau 78 pearl grey 78 gris perle 78 gris perla 78 
3) perigrau 78 pearl grey 78 gris perle 78 gris perla 78 
| 4) lichtgrau light grey gris clair gris luminoso 
| venusbeige venus beige beige venus beige “enus 
| venusbe:ge venus beige beige venus beige venus 
| 3 4.cndbeige sand beige beige sable beige arera 
| | 1 sandte.2e sand beige be:ge sable beige arena 
| 3 hellgrau (Nix) ight grey (Nix) gris clair (Nix) gris claro (Nix) 
| 1 | hellgrau (Nix) | ight grey (Nix) gris clair (Nix) gris claro (Nix) 
1} | platinbeige piatın 5e:ge beige platine beige platino 
644 3) platinbeige platin Le:ge beige platine beige platino 
F645 1 sandbeige 83 sand beige 85 | beige sable 83 beige arena 83 
F646 4} chiarocoige beige Ue:9e chiaro beige chiarz 
F547 4) beige (Com) beige (Com) beige (Coni) beige (com) 
F649 3) carreraweıß carrera white blanc carrera blanco carrera 
i F659 1 carreraweıß [ carrera white blanc carrera blanco carrera 
| F654 | 1) grau (AEG) i grey (AEG) gris (AEG) gris (AEG) 
| | | 
| | | 
| | M 
| 
| 
| 


} Glatt - smooth - lisse - liso 

2) Glatt glänzend - smooth polished - lisse-brillant liso-brillante 

3) Genarbt - dimpled - grainé - gofrado 

4) Fein genarbt - lightly dimpled - grainé en fin - finamente gofrado 


E3 


Ersatzteile Spare parts - Pièces de rechange - Repuestos 


30.2 Farbschlüssel für Kunststoffteile 
Colo. code for plastic parts 
Code couleurs pour piéces en matiére plastique 
Código de colores para piezas de plástico 


Stand/Date of issue/EtaUEdición 09.1988 


Farbkennzahl 
Color code 
glasklar transparent clair 
natur natural nature 
schwarz black noir 
schiefergrau slate grey gris arcoise 
saturnweiñ 70 saturr white 70 blanc saturne 70 
goldorange gold orange orange d'or 
lichtgrau light grey gris lumiére 
| jadegrun jade green vert jade 

weiB 76 white 76 blanc 76 
anthrazit anthracite anthrazite 
hellgrau light grey gris clair 
bordeauxrot bordeaux red rouge bordeaux 
taigagrün green taigā vert taiga 
venusbeige venus beige beige venus 
sandbeige (TN) sand beige (TN) beige de sable (TN) 
hellgrau (Nix) light grey (Nix) gris clair (Nix) 

| grau grey gris 

| platinbeige platin beige beige platine 
sandbeige sand beige beige sable 
beige (Com) be:ge (Com) beige (Com) 
bronze beige bronze beige beige bronze 
braun brown brun 
carreraweif) carrera white blanc carrera 
cremegrau (Nix) cream grey gris créme 
braungrau (Nix) brown grey brun gris 
grau (AEG) grey (AEG) gris (AEG) 


Seite/Page/Pagina: 
Datum/Date/Fecha: 


Ident.-Nr./Ident. no: 0001.00.67 


30 - 002 
09.88/01 


transparente 
natural 

negro 

gris pizarra 
blanco saturnc 70 
naranjado oro 
girs luminoso 
verde jade 

oro 76 

antracita 

gris claro 

rojo burdeos 
verde taiga 

beige venus 
beige arena (TN) 
gris claro (Nix 
gris 

beige platino 
beige arena 
beige (Com) 
beige bronze 
marron 

blanco carrera 
gris crema 
marron gris 

gris (AEG) 


Selte/Page/Pagina: 40-001 
Datum/Date/Fecha: ()9 88/00 
Ident.-Nr./Ident. по: 0002.00.67 


Ersatzteile Spare parts - Pieces ce rechange - Repuestos 


Νο. m-, Standardteile - Standard paris 


Pisces de la norme, pièces standara - Piezas normalizadas, standard 


40.1 Bes:ellnummern für Sicherungsscheiben 
Reference numbers for lockwashers 
Réferences pour les rondelles de blocage 
Referencias de arandelas de seguridad (grupillas) 


MÀ OO 
schwarze Ausführung verkupterte Ausführung 


| | 
| 
| black version copper plated version 

| | | exécution noire | exécution cuivree 

di : 42 |5 | diseño negro | diseño :obrizado 

πα д 0.3 035501-060.6/00 | 035501-058.6/00 

15 | 4 0.4 035502-060.6/00 035502-063.6/00 

1,9 4,5 0,5 035503-060.6/00 035503-265.6/00 

23 | 6 0.6 035504-060.6/00 035504-068.5/00 

3.2 7 | 06 | 035505-060.6/00 035505-058.6/10 

4 | 9 | 07 | 035506-060.6/00 035506-068.6/00 

5 EA 07 | 035507-060.6/00 035£07-0€8.6/09 

6 | 42 0,7 | 035508-060.6/00 035508-06:.6/00 

7 | 14 09 ! 035509-060.6/00 0355:09-06t 6/00 

8 | 03553 1-068 6/00 

8 035510-060.6/00 035510-068 5/00 

RS ee al 


